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THE purpose of the Technical Book Review Index is primarily to identify reviews in 
current scientific, technical, and trade journals; secondarily, when feasible, to quote 
from these reviews. In the evaluation of scientific and technical books, reviews con- 
stitute the best existing source of information. The service of the Technical Book 
Review Index is thus in the field of evaluation, rather than in competition with existing 
publications which announce new and forthcoming books, list books by subjects, or 
supply bibliographic information. Each quotation immediately follows the name of the 
fs journal from which it is taken. Obviously, these brief extracts, detached from the 
context, must not be accepted as conclusive. Except for the correction of obvious 
errors, the bibliographic information is as given in the reviews. It is, therefore, in 
many cases incomplete and in some cases probably inaccurate. 


Altieri, V. J. Gas analysis and testing 
of gaseous materials. 560p. Technical -Sec- 
tion, American Gas Assoc., 420 Lexington 


Ave., New York, $7.50 (Members, $5). 

Gas, Dec. 1945, p.78. 11 1. 

“The table of contents discloses chapters on 
kinds of materials, processes, properties and 
compositions of gases, measurement of quantity 
and flow, selection of method of sampling, opera- 
tions and calculations of gas analyses. Other 
chapters are devoted to specific methods, tests 
and facilities showing usefulness of gas analyses 
and testing of materials and processes in the 
gas phase.” 

Oil weekly, Jan. 7, 1946, p.56. % col. 

“Contains . .. practical information for the 
chemists, engineers and technicians of the in- 
dustry. New subjects constitute about % of 
the text. Included are chapters on kinds of 
materials, processes, properties and composition 
of gases, measurement of quantity and flow, 
selection of method of sampling, operations and 
ealculations of gas analyses. Other chapters 
are devoted to specific methods, tests and facil- 
ities showing usefulness of gas analyses and 
testing of materials and processes in the gas 
phase.” 


American Society for Testing Materials 
—Committee D-2. A.S.T.M. standards on 
petroleum products and lubricants. 546p. 
1945. The Society, Philadelphia, $2.75. 

Oil and gas journal, Dec. 22, 1945, p.88. % 

col. 
“Shows the most recently revised methods 
promulgated by the committee as employed by 
the oil and automotive industries with the cus- 
tomary information regarding committee per- 
sonnel and organization, specifications for stand- 
ard products, ete.” 

Oil weekly, Jan. 7, 1946, p.56. ™% col. 

“Brings together in convenient form over 80 
specifications, tests, and definitions that have 
been standardized through the work of Com- 
mittee D-2 on petroleum products and lubri- 
cants. In addition to the current report of the 


committee, there are several appendices cover- 
ing the following: results of tests on method 
for estimating maximum pour points of lubri- 
eating oils containing pour point depressants, 
and two proposed methods covering a test for 
maximum pour point and total olefinic and aro- 
matic hydrocarbons in gasoline. The specifica- 
tions cover cut-back asphalts—rapid and medium 
curing type, emulsified asphalts (five types), 
petroleum spirits, Stoddard solvent, thermom- 
eters, fuel oils, gasoline, etc. The large num- 
ber of test methods provide authoritative pro- 
cedures for determining properties of a wide 
range of petroleum products.” 


Armstrong, E. Frankland, & Miall, L. 
M. Raw materia!s from the sea. 164p. 
Constructive Publications, Ltd., Leicester, 
England, 15s. net. 

Electrician, Jan. 4, 1946, p.28. % col. 

“The authors have handled a comparatively 
new and extensive subject rather well and while 
the publication is not claimed to be a textbook, 
it contains nevertheless, much information of 
an academic nature . . . Designed to show how 
any country with reasonable access to the sea, 
may supplement its supplies in a number of 
instances ... Besides being illustrated with 
21 photographic plates of plant used for re- 
covering various elements from the sea, con- 
tains, in addition, a good bibliography for the 
benefit of those who wish to pursue the sub- 
ject further.” 


Barbour, Thomas. A naturalist in Cuba. 
317p. 1945. Little, Boston, $3. 

American scientist, Jan. 1946, p.134. % col. 

New York Herald Tribune weekly book review, 
Nov. 11, 1945, p.5. 1% col. 

“Deals not alone with the birds, animals, 
insects, plants, trees and reptiles of that island 
but with its geology, its history, its sociology, 
its agriculture, its people and its food. In 
effortless prose, it provides much information, 
numerous shrewd observations, some grand ad- 
venture stories and some of the most mouth- 
watering pages on Cuban foods that have ever 


22 TECHNICAL BOOK REVIEW INDEX 


been set down in print... The cover... 
bears the imprint of Thomas Barbour’s initials 
. .. That insignia has become a kind of hall- 
mark for a certain kind of book, an urbane 
blend of arresting facts, reflection and adven- 
ture, all presented with unassuming ease.’ Ed- 
win Way Teale. 

New York Times book review, Dec. 2, 1945, 
p.14. 1 col. 

“Dr. Barbour’s own summary of his volume 
is as follows: ‘A curious hodgepodge, if you 
will, of sociology, natural history, geology, 
paleontology; mostly however my own observa- 
tions and for that reason alone perhaps worth 
while.’ To the reader the contents more than 
fulfill this estimate, whether considered as a 
super-guidebook to Cuba, or a comfortable arm- 
chair reconnaissance of the island, or what is 
of chiefest value, a popular, rambling résumé 
of the geology, plants and terrestrial vertebrate 
life . . . The book as a whole is a Cuban con- 
versation piece, full of meat and easy to read. 
Both native Cubans and prospective visitors, 
especially those with naturalistic leanings, 
should be grateful to Dr. Barbour.” William 
Beebe. 


Barr, William, & Honeyman, A. J. K. 
Steel and its practical applications. Ed.2, 
revised and rewritten. 156p. 1945. Blackie, 
London, 8s. 6d. net. (Blackie’s “technique” 
series.) 


Electrician, Dec. 21, 1945, p.710. % col. 

“Since the first publication in 1932, very 
considerable advances in the art of steel making 
and its uses have naturally occurred, and the 
second edition now available has been revised 
and rewritten to incorporate these advances, 
notably in connection with creep, precipitation 
hardening; spheroidising; isothermal treatment 
and S-curves; grain size; hardenability and the 
Jominy end-quench test; and the determination 
of critical ranges in heat treatment. . .. Alto- 
gether, this new edition may be taken as a 
very worthy successor to a valuable original 
publication, and it can be strongly recommended 
to busy engineers who have not time to delve 
too deeply into metallurgical subjects but to 
whom a general authoritative knowledge of the 
main aspects of the matter is nowadays an ab- 
solute essential to successful engineering prac- 
tice.” 

Iron and coal trades review, Dec. 7, 1945, 
p.904. 4 col. 

“Provides the engineer with a simple tech- 
nical account of the structure, properties, manu- 
facture, testing and applications of steel in its 
various forms... Much new matter, notably 
on creep and weldability, has been added and 
the chapter on heat-treatment has been entirely 
re-written. Some of the more important En 
steels are also discussed. In referring to this 
volume we may say that during the war a 
certain steel expert while making a tour of 
allied steel production carried this book around 
the world with him!” 

Mechanical world, Dec. 21, 1945, p.700. 1% 
col. 

“The authors ... have succeeded in present- 
ing their subject in a well balanced manner, 
and have deliberately ignored matters of specula- 
tion and controversy. Indeed the whole book 
has an eminently practical outlook, and as a 
result, even intricate technical points appear 
to be simply and lucidly explained. These 


points come up in a natural and logical order, 


easily followed by the reader. While the whole 
book does not cover every possible aspect of 
steel, it does form a very comprehensive and 
compact survey of the manufacture and appli- 
eation of steel and its alloys so far as they 
concern the ordinary engineer ...On_ the 
whole, we think that this is a book which well 
repays study, and will be particularly acceptable 
to the well-informed engineer. It will, doubt- 
less, also be found a useful introduction to the 
subject for the student who has yet to contact 
industrial practice. These two form a large 
part of the community and it is therefore not 
surprising that this . . . edition has been neces- 
sary.” J. W 


Beckman, Harry. Treatment in gen- 
eral practice. Ed.5. 1070p. 1945. Saun- 
ders, Philadelphia, $10. 

Journal of the American Medical Association, 
Dee. 15, 1945, p.1132. % col. 

“There is no doubt that Beckman’s Treat- 
ment in General Practice is widely used by the 
student, teacher and practitioner; nor is there 
any doubt concerning the usefulness of this 
volume and the wealth of information which 
it contains . . . Concerning the purpose of the 
book, no explanation is needed for those who 
are familiar with its contents. Others who are 
yet to be introduced may anticipate with much 
pleasure a collection of facts concerning the 
treatment of disease, a collection which is based 
on an extensive bibliography and tempered by 
the author’s experience. ‘The format and style 
of writing continue to be pleasant, the manner 
of treatment of the subject to the point and 
offered with a minimum of waste of words . 
Compared with other books offered as a source 
of information on treatment in general prac- 
tice, this book will continue to rank high in 
favor. It is the sort of volume that one likes 
to have conveniently close, as it will be used 
frequently and freely.” 


Beebe, Lucius M. Highball; a pageant 
of trains. 223p. 1945. Appleton, New York, 
$6. 
New York Times book review, Jan. 13, 1946, 
p.20. % col. 

“[This] newest addition to the Beebe series 
of books on trains, is his fourth. Like its 
predecessors, it is an entertaining and informa- 
tive combination of effervescent, ambidextrous 
prose and splendid photographs. All of the 
prose and most of the photographs are by Mr. 
Beebe himself ... Concerned especially with 
classical locomotive types, the evolution of the 
caboose and the history of railroading in Colo- 
rado from bonanza days to the present. Taken 
together, the four volumes give a generous 
picture of American railroad history.” N. K. B. 

Railway age, Jan. 5, 1946, p.132. 11 1. 

“Another of Mr. Beebe’s popular volumes of 
railroad photographs. ‘‘“Highball” has been 
written and photographed in the expectation 
that it may form an integral part of a some- 
what larger picture of railroading when viewed 
as complementary to its antecedent volumes 

.. and that, considered together, the four 
books may constitute a reasonable coverage of 
some aspects of a highly specialized and at the 
same time widely diffused subject’.” 


Benham, H. E. Aerial navigation. 344p. 
1945. Wiley, New York, $4. 


Aero digest, Jan. 1946, p.184. % col. 
“The author presents a simple yet compre- 
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hensive treatment of the underlying theory of 
aerial navigation. The manner of presentation 
is clear and concise, and will be easily under- 
stood by the beginner student. A section of 
review problems, with answers, is included, 
which should prove of help to the student, and 
the extensive glossary of terms is also a valu- 
able feature of the book. Attractively illus- 
trated.” 

American aviation, Jan. 15, 1946, p.8. 8 1. 

“An excellent textbook which both explains 
the basic fundamentals in simple enough terms 
for the beginner, and at the same time contains 
the detailed information that will be desired by 
the advanced student.” 


Blaine, R. G. The slide rule as an aid 
in calculating. Ed.6, new impression. 152p. 


E. & F. N. Spon, London, 6s. net. 

Transactions of the Institute of Marine En- 
gineers, Nov. 1945, p.127. % col. 

“Originally designed as an aid to the begin- 
ner, and... is exactly for that class of user 
and at that stage of use of the slide rule that 
its full use as a tool should be inculeated, for 
more often than not improvements of technique 
are only gained as a result of study and ex- 
perience. In supplying the necessary percep- 
tion upon which the principles of the slide rule 
and its labour saving functions are based, the 
book is of value both to students and qualified 
engineers.” 


Blyth, F. G. H. Geology for engineers. 
Ed.2. 3840p. E. Arnold, London, 21s. net. 

Engineering, Dec. 7, 1945, p.484. %4 col. 

“New matter, relating chiefly to rivers and 
alluvium, marine action and coastal works, and 
to glacial deposits, has been incorporated in the 
first chapter, which deals with physical geology ; 
and the appendixes on soil mechanics and on 


geophysical prospecting, contributed by Mr. 
A. W. Skempton...and Dr. J. MeG. Bruck- 
shaw ... respectively, have been revised by 
them. Good as the book is, however, we feel 


that it would be improved by a still more 
liberal infusion of instances drawn from civil 
engineering practice, presented in sufficient de- 
tail to satisfy the needs of the student without 
obliging him to refer to the sources quoted, some 
of which may not be readily accessible.” 


Boyd, William. Introduction to med- 
ical science. Ed.8, revised. 366p. 1945. Lea, 
Philadelphia, $3.50. 

cosmetic industry, Dee. 1945, p.849. 
col. 


“The object of this work is to offer a general 
introduction to the study of disease, to its 
causes and the bodily changes which accompany 
it. The first section ... deals with the gen- 
eral principles of disease, the second with the 
diseased organs, and the third with some prac- 
tical applications. The structure and function 
of each organ is [sic] summarized, but only those 
facts are mentioned which are essential to the 
understanding of the changes that occur in the 
diseased organ and the symptoms which these 
changes produce. A considerable number of 
changes have been made in this edition. A new 
chapter has been added on The Principles of 
Treatment which discusses the sulfonamide 
group of drugs, penicillin, immunotherapy, or- 
ganotherapy, and physiotherapy in its varied 
forms.” 

Bradford, John. Retail merchandiser’s 
handbook. Humphries, Boston, $2. 
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Opportunity, Feb. 1946, p.37. 1 col. 

“‘Merchandising is the skillful means by 
which a merchant keeps his store doors swing- 
ing both ways. The more wisely you merchan- 
dise, the longer they will inevitably swing.’ 
With this beginning, Mr. Bradford proceeds to 
explain briefly the theory, and quite fully the 
practical essentials, of good merchandising. You 
ean read the book in an hour; as a handbook 
of practical advice and help, the retail merchant 
will re-read it many times in a year... The 
book is truly, as its name suggests, a handbook 
—a working manual for every-day use.” 


Bray, A., ed. Russian-English scien- 
tifie-technical dictionary. 551p. 1945. In- 
ternational Universities Press, New York, 
$10. 

Science, Jan. 18, 1946, p.89. % col. 

“The publication of this dictionary fills an 
urgent need of readers and translators of Rus- 
sian scientific and technical material ...A 
belated acknowledgment of the importance of 
scientific and technical work in the USSR, even 
though it ignores the critical fields of medicine 
and biology ... Almost all of the radio and 
engineering terms were found in this book. 
About half of the textile terms were found, al- 
though they were unusual and not particularly 
important. In general, the coverage of terms 
of the physical sciences and technology is suf- 
ficiently complete to meet all reasonable needs 
and sufficiently up to date to include ‘bazooka’ 
and ‘radar’.” Raymond A. Bauer. 


Brock, Samuel. Basis of clinical neur- 
ology; the anatomy and physiology of the 
nervous system in their application to 
clinical neurology. Ed.2. 393p. 1945. Wil- 
liams & Wilkins Co., Baltimore, $5.50. 

United States naval medical bulletin, 
1946, p.182. % p. 

“The author, due to his wide experience as a 
clinician and a teacher, has presented the sub- 
ject of clinical neurology in close association 
with the academically separated aspects of the 
nervous system ...A wealth of information 
which is difficult to find as a composite picture 
in the average textbook is presented clearly on 
such subjects as the hypothalamic control of 
vegetative functions, the general and _ special 
functions of the brain and the vegetative ner- 
vous system and its functions. Undoubtedly 
the most amazing feature... is the mass of 
fundamental details associated with clinical ap- 
plication which has been presented so clearly 
in a book of this size ... Not only considered 
an excellent text for medical students, but its 
greatest value should be found as a standard 
reference text for medical libraries and a ready 
reference for the general practitioner of medi- 
cine.” 


Bunn, C. W. Chemical crystallography. 
422p. 1945. Oxford Univ. Press, London, 


25s. 

Discovery, Nov. 1945, p.351. 1% col. 

“The optical properties of crystals are very 
fully treated, and on this account the book 
should be very valuable to those who have 
entered the subject without an adequate train- 
ing in crystal optics. The accentuation is on 
the practical side of the subject, and the ad- 
vantages and limitations of the various methods 
are clearly described. Mr. Bunn has taken 


Jan. 


great pains to mdke the subject intelligible to 
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the beginner, and in this has probably suc- 
ceeded. Some of the diagrams... are, per- 
haps, too complicated to be of great use until 
the subject has been learned from the text, but 
otherwise the treatment is to be commended. 
Most of the book is devoted to the principles 
of the art of structure determinations, to 
which Mr. Bunn has made many valuable con- 
tributions ... Mr. Bunn has produced a name 
index that is a model for other authors to copy 
. .. The book must be regarded as an impor- 
tant addition to the literature and should be 
useful both to the young research worker and 
the more advanced. The care with which it has 
been produced and the absence of important 
mistakes should also make it a valuable book 
of reference.’’ H. Lipson. 


Canadian General Electric Company, 
Limited. Romance of electricity. 54p. The 


Company, Toronto, gratis. 

Canadian mining journal, Dec. 1945, p.877. 
% col. 

“Tells in the language of romantic story the 
long history of the development of the science 
and art of electricity ... While the author 
uses the language of mystery and romance in 
telling the tale of electricity, he, at the same 
time, revives in vivid and non-technical lan- 
gauge an appreciation of the gradual... 
progress of the theory and practical application 
of electricity.” 

Canadian paint & varnish magazine, Dec. 15, 
1945, p.64. 11 1. 

“A most interesting booklet ...in which 
the advancements of science in the study of this 
complex subject are presented in the most simple 
and logical sequence. The plain language and 
lack of technical terms ... enable the layman 
to follow and understand the steps which have 
enabled this magical power to perform its 
miraculous deeds in home and industry today 
. . . Could be recommended for everyone’s read- 
ing, from school age upward.” 


Carlisle, Norman V., ed. How planes 


are made. 63p. Harper, New York, $1. 

New York Times book review, Nov. 11, 1945, 
p.24. 12 1. 

“Fifth volume of a proposed series of twelve 
books on aviation fundamentals for young read- 
ers. In simple terms as non-technical as pos- 
sible the problems of designers and builders 
are explained. Equally simple and clear dia- 
grams and drawings aid the text. Older boys 
interested in aviation will find this an easy, 
convenient step forward in their quest for 
knowledge about airplanes.” F. G. 


Chenoweth, Walter W. How to preserve 


food. 277p. 1945. Houghton, Boston, $2.50. 

Journal of the American Dietetic Association, 
Dec. 1945, p.709. % col. 

“In an activity long pre-empted by women, 
the home preservation of food, a man has suc- 
ceeded in demonstrating his facility by writing 
the first completely detailed and finished work 
on the subject. With workmanlike efficiency he 
presents, first, the odds to be overcome—the 
molds, the yeasts, and the enzymes—and then 
tells how to outmatch these. First the reader 
is given a good perspective for the task in a 
general discussion illustrated with photographs 
of the tools essential in the home food preser- 
vation program, including slicers, choppers, can 
sealers, and pressure cookers. The approach 


is always practical and sufficiently simple, yet 


scientifically sound ... Covers every facet of 
the subject: the canning of fruits, vegetables, 
meats, poultry, and marine products; conserves, 
jams, and all kinds of pickles; dehydration; 
home storage; and preservation by freezing, in 
home, commercial, and locker storage freezers, 
all of which are illustrated and discussed.” 


Colbert, Edwin H. The dinosaur book; 
the ruling reptiles and their relatives. 
156p. 1945. American Museum of Natural 
History, New York, $2.50. 

Carnegie magazine, Jan. 1946, p.219. 3% col. 

“A much needed contribution to popular nat- 
ural history, for dinosaurs have aroused more 
public interest than any other extinct creatures 
... Dr. Colbert does not project his readers 
suddenly into dinosaurian days. He first dis- 

the pi s in paleontology ... The 
succeeding chapter, one of the most interesting 
in the book for the general reader, describes 
the methods of hunting, excavating, shipping, 
cleaning, mounting, and studying fossils... 
The main portion of the text treats the prede- 
cessors of the dinosaurs, the two great groups 
of dinosaurs—those with lizard hips and those 
with bird hips—in all their evolutionary variety, 
and finally, the relatives and contemporaries 
of the dinosaurs ... Readers who find a few 
chapters difficult can get their money’s worth 
from the numerous photographs, illustrated 
charts and diagrams, and portraits which en- 
liven the book.” M. Graham Netting. 

Natural history, Jan. 1946, p.6. % col. 

“A fine piece of work... Tells in clear, 
connected fashion the story of the dinosaurs 
and their relatives—tells it simply but without 
loss of scientific accuracy, with a wealth of 
good illustrations and useful diagrams ... The 
title . . . is too narrow. The dinosaurs receive 
proper attention, but the scope of the treat- 
ment is much wider, embracing the whole story 
of the fossil reptiles and their kin... The 
illustrations . . . are excellent.” Alfred S. Rom- 
er. 


Curran, Charles H. Insects of the Pa- 
cific world. 317p. 1945. Macmillan, New 
York, $3.75. (Pacific world series.) 

Natural history, Jan. 1946, p.6. % col. 

“Not only definitely readable but genuinely 
entertaining. The author, in his scientific en- 
thusiasm for his subject, is not one to hide the 
light of even a glowworm under a bushel. And 
insects lead fantastic lives, anyway. Dr. Cur- 
ran has done them—and himself—full justice 
in this book. It is indexed and there are 97 
drawings to illustrate the text. It’s a fine in- 
sect book for laymen.” John Kieran. 

Nature magazine, Feb. 1946, p.59. % col. 
including another review. 


Deering, Ferdie. USDA; manager of 
American agriculture. 2183p. 1945. Univ. 
of Oklahoma Press, Faculty Exchange, 


Norman, Okla., $2.50. 
Chemurgic digest, Jan. 15, 1946, p.41. % 
1 


col. 
Poultry tribune, Jan. 1946, p.100. % col. 

“Well balanced criticism for its faults and 
praise for its virtues make this analysis of the 
vast, far-flung operations of the U. S. Depart- 
ment of Agriculture as clear as it is possible 
to present such a gigantic institution . .. The 
author is a member of the staff of an agricul- 
tural magazine; his many contacts with USDA, 
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as a writer on agricultural subjects, aroused 
his interest and led to this detailed study. Mr. 
Deering doesn’t hold back on either praise nor 
earned criticism although, as in most efforts 
that advocate reform, criticism predominates. 
He aims, however, to be constructive. The 
reader will gain much in knowledge of the 
USDA and its many and varied functions. He 
will lose nothing by evaluating the changes 
Deering advocates.” 

Scientific monthly, Jan. 1946, p.v. % col. 

“An attempt at critical evaluation of the 
success of the United States Department of 
Agriculture in carrying out its assigned tasks 
on a wide front ... Mr. Deering is the editor 
of one of the country’s leading agricultural 
magazines, The Farmer-Stockman, and he asks 
such pointed questions as, Has the department 
solved some of the problems that beset rural 
America? What have been the scientific achieve- 
ments of the department with all of the untold 
millions placed at its disposal? What are the 
real costs of its services? His answers can be 
surmised by the titles of his last two chapters, 
‘The New USDA’ and ‘Tomorrow's Agriculture’.”’ 
T. J. Christensen. 


DeMent, Jack. Fluorochemistry. 796p. 
Chemical Pub., Brooklyn, $14.50. 

Chemurgic digest, Jan. 15, 1946, p.41. 12 1. 

Military engineer, Jan. 1946, p.42. 4 col. 

“A comprehensive discussion of the theories 
of fluorescence, luminescence, and other radi- 
ation; an exposition of their phenomena; and a 
discussion of their applications in scientific and 
industrial fields. The methods for the prepara- 
tion of various luminescent substances, and the 
qualitative and quantitative tests for their 
identification, are described . . . Prepared pri- 
marily for the use of chemists who are engaged 
in research work, and one of the objects is to 
present certain experimental results of fluoro- 
chemical research in the hope that through 
their examination, and by comparison with the 
results obtained by others, further progress in 
this field will result.” 


Dowd, Mary T., & Dent, Alberta. Ele- 
ments of foods and nutrition. Ed.2, re- 
written and enlarged 357p. 1945. Wiley, 
New York, $2.25. 

Journal of the American Dietetic Association, 
Jan. 1946, p.52. % col. 

“Rewritten and enlarged to include the ad- 
vances of the past eight years in the science 
of nutrition, including discoveries concerning 
the vitamins and minerals, techniques for de- 
termining nutritional status, and the setting up 
of nutritional standards by the National Nu- 
trition Conference. The plan of the book has 
been changed to that of unit organization. Ques- 
tions and activities are included at the close of 
each chapter and... the book is well illus- 
trated. The stated aim remains the same— 
‘guidance in the acquisition of necessary knowl- 
edge concerning food and nutrition and the 
establishment of good food habits’... The 
treatment of most topics is sufficiently thorough 
and the text matter clearly worded.” 


Dynner, Eugene. Successful sales train- 
training. Advertising Publications, Inc., 
100 E. Ohio St., Chicago, $2. 

ees marketing, Dec. 1945, p.192. % 
col. 

“Covers all aspects of the problem of select- 
ing and training salesmen for effective field 


work. After discussing the basic problems in- 
volved in the task of building a successful sales 
organization, Mr. Dynner provides practical help 
in the actual training program. Under the sub- 
ject of ‘Training Tools,’ for example, he dis- 
cusses training scripts, sales manuals, easels 
and blackboards, functional charts, pictures and 
diagrams, samples and models, screen projec- 
tions, sound recordings, books and bulletins.” 
Eddy, William C. Television; the eyes 
of tomorrow. 1945. Prentice-Hall, New 
York, $3.75. 
Broadcasting, Jan. 14, 1946, p.36. % col. 
“Taking up the subject from all angles—en- 
gineering to commercial—the television expert 
of television station WKBK, Chicago, reduces 
the art to simple terms so it can be grasped by 
the nonprofessional. Chapters cover television 
development, camera and circuits, transmissions, 
receivers, control room, lighting, color, use of 
film, color response, studio design, visual effects, 
special effects and miniatures, economic aspects, 
television commercials, production, acting, edu- 
cation in television and final chapter recounting 
amusing incidents in growth of the art.” 
Televiser, Nov.-Dec. 1945, p.39. 1% col. 
“Filling a long-felt need for an authoritative, 
concise, over-all picture of today’s status of 
America’s sight-and-sound broadcasting medium 
. .. [this book] presents, itemizes and dis- 
cusses aspects of video from economical to func- 
tional. Here is a book, written by a man asso- 
ciated with television from its laboratory stage, 
which is an ‘ . account of the growth of a 
modern and dynamic industry that bids fair to 
revolutionize our present routine of entertain- 
ment and advertising’ and which is... not a 
minute and painstaking review of detail but 
rather is designed to be a comprehensive and 
panomarie [sic] glimpse of the high lights of 
television’s development.’ What he has to say 
should interest the future station owner, the 
potential advertiser, the educator and the stu- 
dent as well as the neophyte director... 
Should be on the reference bookshelf of every 
worker in the field.” Judy Dupuy. 
England—Fuel and power, Ministry of 
—Fuel efficiency committee. Efficient use 
of fuel. American edition. 807p. Chemical 


Pub., Brooklyn, $8.50. 

Combustion, Dec. 1945, p.65. % col. 

“This authoritative British handbook was as- 
sembled by 140 engineers, scientists and indus- 
trial associations and is replete with informa- 
tion about fuels and their uses in a wide di- 
versity of industries ... Has a fair index and 
each of its thirty-four chapters has a short com- 
pendium in the Table of Contents. Quoting 
from Dr. John E. Olsen’s Foreword to the 
American Edition: ‘the college student would 
find a very clear and explicit explanation of 
the topics studied—the technical expert will find 
the volume a valuable addition to his library’.” 

Electrical world, Dec. 22, 1945, p.145. 4 


“Evidently prepared to meet the fuel strin- 
gency in Great Britain during the war, this 
work is a comprehensive and authentic com- 
pilation because it bears the imprint of the 
Education Sub-committee of the Fuel Efficiency 
Committee of the Ministry of Fuel and Power. 
Incomparable data on fuels, combustion, boilers, 
furnaces (including electric), process steam, 
drying and instrumentation for control are 
given. 


The treatment goes farther and deeper 
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in that it defines and discusses the operations 
and the equipments and gives helpful advice on 
how to avert waste, losses and _ inefficiency. 
Commendable effort was made throughout to 
familiarize plant managers and operators with 
the technology of their field and the ways in 
which they could observe, understand, and bet- 
ter their use of fuels—solid, liquid and gaseous. 
Many an American power plant engineer could 
apply the information with benefit -.. Much 
more a reference work than a textbook.” 

Factory management and maintenance, Jan. 
1946, p.3838, 340. 10 1. 

“A textbook on fuels and their efficient utiliza- 
tion for students and technical men in industry 
. . . Embraces the use of all fuels for industrial 
purposes, the composition and properties of all 
types of fuel, and the theories and principles of 
combustion.”’ 

Gas, Dec. 1945, p.78. % col. 

“An unusually complete text, covering the 
composition and properties of all types of fuel 
and explaining the theories and principles of 
combustion and the equipment used in burning 
coal and other solid fuel, fuel oil and industrial 
gases. Boiler efficiency and testing, water puri- 
fication and auxiliary boiler equipment and 
boiler settings are fully discussed. The utiliza- 
tion of steam for industrial processes, central 
heating, drying, evaporation, ete., are described 
in detail. There are chapters on automatic con- 
trol, use of necessary instruments, and the 
sampling and analysis of coal and gases. Every 
aspect of the economic use of fuel has been 
given due consideration.” 

Heating and ventilating, Dec. 1945, p.101. 4 
col. 

“Has chapters on coal, chemical principles 
of combustion and gasification, combustion in 
practice, steam, heat transmission, flow of 
fluids, boiler operation, pulverized fuel, boiler 
feed water purification, boiler testing, gas pro- 
ducers, furnaces, waste heat boilers, electric 
furnaces, refractory and insulating materials, 
steam for industrial processes, central heating, 
drying, oil and its utilization, graphical heat 
balances, instruments, sampling of gases, and 
solid fuel analysis.” 

Paper trade journal, Nov. 22, 1945, p.148. % 
col. 

“Written to show British engineers how to 
operate their plants during the war when ma- 
terials and fuels were difficult to obtain. The 
lessons learned during the emergency should 
provide the knowledge necessary for peacetime 
operations, especially to meet possible increases 
in fuels and materials costs ... A remarkably 
complete and authoritative treatise on the sub- 
ject ... The bulk of the principles and indus- 
trial methods discussed is fully adapted to 
American practice. The text is unusually com- 
plete, covering all phases of the subject... 
There appears to be no aspect of the economic 
use of fuel which has not been given good con- 
sideration.” 


Fanning, Leonard M., ed. Our oil re- 
sources. 3831p. 1945. McGraw, New York, 
$4. 

National petroleum news, Jan. 2, 1946, section 
1, p.49. 1% col. 

“A symposium of opinion, quite authoritative 
... Contains a number of papers previously 
published or presented in addresses by top oil 
industry officials ... Most of the papers were 


written under the stress of war to assure the 
rest of the industry, the public, and military 


and government officials that there was no need 
for great alarm concerning this nation’s ex- 
hausting its petroleum reserves soon. There 
necessarily are some repetitions of statements 
on total resources with slight variation of sta- 
tistics, but the contents appears quite convinc- 
ing.” EF. L 


Felsen, Joseph. Bacillary dysentery, 
colitis and enteritis. 618p. 1945. Saunders, 


Philadelphia, $6. 

Journal of the American Medical Association, 
Dec. 29, 1945, p.1294. % col. 

“The prose style of the book is excellent; the 
references are innumerable, accurate and ex- 
tremely up to date. The typography, the paper, 
the illustrations, are excellent and well repro- 
duced ... Regardless of whether one agrees 
in whole or in part with the thesis of the author, 
the book contains an orderly presentation of all 
the facts to date, clearly and lucidly laid out, 
arranged with precision and _ scientific dis- 
crimination, a volume which is both literary 
and provocative and essential reading for in- 
ternists and specialists, who will see this prob- 
lem grow in importance and magnitude, rather 
than recede, in coming years. Bacillary dysen- 
tery is unquestionably among us at all times, 
and the relationship of the disease to the grow- 
ing problems of colitis and ileitis deserve the 
very close study which this volume has devoted 
to the problem.” 

Figgins, Jesse Dade. Birds of Ken- 
tucky. 3866p. 1945. Univ. of Kentucky 
Press, Lexington, Ky., $2.50. 

Wilson bulletin, Dec. 1945, p.265. 1% p. 

“This dull, poorly illustrated, thoroughly dis- 
heartening book was published under a grant 
from the Haggin memorial trust fund. Since it 
obviously was not designed to rouse popular 
interest ... we naturally expect it to be an 
authoritative reference work to which we can 
turn for concise information concerning bird- 
life in Kentucky. What we find instead is a 
mass of carelessly chosen general information 
about species which may or may not have been 
recorded from Kentucky; sketchy, often inac- 
eurate, descriptions of these birds; and dis- 
cursive, futile comments as to the subspecies 
known or thought to occur within the boundaries 
of the State.’ George Miksch Sutton. 


Fishbein, Morris, ed. Common ailments 
of man. 177p. 1945. Garden City Pub. Co., 
New York, $1. 


American journal of nursing, Jan. 1946, p.75. 

col. 

“The potential usefulness of this book will 
be manifest to any nurse who has taught home 
nursing classes. The material is taken from 
sixteen articles which have appeared in Hygeia 
during the past several years, but it has been 
revised and re-edited for use in this volume. 
Such common afflictions as colds, allergy, back- 
ache, constipation, heart disease, arthritis, et 
cetera, are discussed, and many well-known 
names appear in the index,—notably Paul Dud- 
ley White, Ralph Pemberton, and Frank R. 
Ober. The book might be called an Introduction 
to Medical Science for the general public. While 
all the material is quite obviously slanted 
toward the nonprofessional person, certain sec- 
tions of it can be recommended for use by stu- 
dent nurses.’’ Carmelita Calderwood. 

Journal of the American Medical Association, 
Dec. 1, 1945, p.987. %4 col. 


FEBRUARY, 


“There are... certain facts about diseases 
of which all persons should be aware to enable 
them to seek the proper medical care at the 
right time ...A number of ... common dis- 
orders are discussed in a clear, simple and 
scientific manner. Each ailment is considered 
by a recognized specialist in his field; hence the 
information is authentic. The physician can 
recommend this book to his patients without 
hesitation as a source of the type of informa- 
tion on disease with which the public should 
be acquainted.” 


Fitzgerald, A. E. Basic electrical en- 
gineering. 441p. 1945. McGraw, New York, 
$3.75. 

Electronic industries, Jan. 1946, p.128. % 

‘ol. 

“& text book for students majoring in en- 
gineering, covering circuits, machines and elec- 
tronics. Dr. Fitzgerald as associate professor 
of electrical engineering at M. I. T. In this 
text knowledge of physics is assumed but not 
necessarily a previous study of alternating cur- 
rents... Covers many of the technics and 
electrical engineering practices that have proved 
important in recent years. About one quarter 

. is devoted to electronic principles.” 


Francis, Devon. Aviation; what every- 
one should know. 229p. 1945. Bobbs, In- 
dianapolis, $2.50. 

Aeronautical engineering review, 
p.102. % col. 

Flying, Feb. 1946, p.88. % col. 

“Gives a once-over-lightly to aviation and 
attempts to provide the casually-interested per- 
son a short-short course in everything from 
aerodynamics and the CAR to how to fly, 
meteorology, manufacturing and the future. 
‘Mr. Francis has the happy faculty of present- 
ing technical matter'in a non-technical manner, 
of simplification without oversimplification,’ says 
the blurb on the book jacket. Possibly, but 
parts of the book are hardly oversimplified 
enough—-for instance, basic matters of aerody- 
namics which are not easy going to the unin- 
itiated . . . If the publisher's idea is to live up 
to the book’s title and really provide a short 
course in aviation, it is difficult to see just 
who the audience is.” John C. Ross. 

New York Herald Tribune weekly book re- 
view, Jan. 6, 1946, p.12. 34 col. including other 
reviews. 

“The author ... gives a good description of 
the way an airplane flies and then discusses 
such subjects as power sources, flying rules, 
gliders, helicopters and navigation aids... 
Has an appendix with a glossary, bibliography, 
list of organizations and manufacturers.” James 
Stokley. 

Western flying, Jan. 1946, p.64. 10 1. 

“Here the author lays the groundwork for 
flying. He shows a great deal about the air- 
plane—why and how it flies; and in narrative 
style explains flying both through the basic 
training and through the advanced loops and 
rolls . . . Contains a glossary and bibliography, 
a list of aviation books and periodicals, as well 
as a list of aviation organizations and associa- 
tions.” 


French, Edward B. Dictionary of aero- 
nautics. 129p. 1945. Mentzer, Bush and 
Company, Chicago, $1. 


Aeronautical engineering review, Dec. 1945, 
p.107. ¥% col. 


Jan. 1946, 


1946 27 


“Gives a glossary of aeronautical and navi- 
gational terms which will make it particularly 
useful to naval airmen .. . Includes the pro- 
nunciation of many words that frequently re- 
ceive various pronunciations. Aeronautical dic- 
tionaries such as this one have a great ad- 
vantage over the standard dictionaries because 
of the inclusion of terms, as well as words, used 
in aeronautics. Furthermore, as new develop- 
ments take place and the meaning of many 
words changes, specialized dictionaries bring 
the terminology up to date.” 


Gifford, Sanford R. Textbook of oph- 
thalmology. Ed.3, revised. 457p. 1945. 
Saunders, Philadelphia, $4. 

Journal of the American Medical Association, 
Sept. 29, 1945, p.415. % col. 

“Presents a thoroughness and care of pres- 
entation similar to that characterizing the pre- 
vious editions ... Throughout ... the discus- 
sions are practical and concise, the illustrations 
earefully designed to supplement the text, the 
eontents succinct and well organized. The 
book is deserving of its popularity and is to be 
recommended to the medical student and gen- 
eral practitioner as well as to the ophthalmol- 
ogist.” 

Pennsylvania medical 
p.374. %4 col. 

“Additions to the text and illustrations in- 
clude the Dickey operation for ptosis, a length- 
ened section on contact lenses, a description of 
eyclodiathermy for hemorrhagic glaucoma, and 
a new section of epidemic keratoconjunctivitis 
. .. Intended primarily for medical students 
and general practitioners and contains a wealth 
of concise, clear information on the classifica- 
tion, diagnosis, and treatment of ocular con- 


journal, Dee. 1945, 


ditions ...A useful addition to any physi- 
cian’s library.” 
Graves, George. Trees, shrubs, and 


vines for the northeastern United States. 
267p. 1945. Oxford, New York, $3. 

Journal of the New York Botanical Garden, 
Jan. 1946, p.20. 35 col. 

“Recommended as a ready reference guide to 
several hundred species and varieties of woody 
plants ...A_ carefully selected group pre- 
sented in alphabetical arrangement, with brief 
notes on their garden value and hints on culture 
and methods of propagation . .. Besides being 
a handy reference, this book should stimulate 
interest in a wider variety of woody plants 
than is usually seen in our communities.” Henry 
E. Downer. 

Natural history, Jan. 1946, p.44. %& col. 

“This attractive, well-organized book is a 
useful standard reference for anyone who is 
faced with the decision of what to plant and 
how to care for it. The plant lover with an 
undeveloped property to landscape or with a 
home surrounded by vegetation selected at ran- 
dom, will find this volume a very helpful guide 
to the better varieties . . . Most of the volume 
deals with an alphabetical arrangement of plant | 
genera and their most significant species and 
varieties. The outstanding characteristics of 
each are given... One important item is 
omitted, namely, whether the plant prefers an 
acid, neutral, or alkaline soil, a factor of very 
considerable importance in the case of some 
groups ... Well illustrated with good half- 
tones which give the reader an excellent idea 
of the species concerned. There are tabular 


lists of the trees, shrubs, and vines, and the 
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book concludes with a chapter on how to shop 
for them.” H. E. Anthony. 


Green, J. Singleton-. 
Green, J. 

Grinker, Roy R., & Spiegel, J. P. Men 
under stress. 485p. 1945. Blakiston, Phila- 
delphia, $5. 

Journal of the American Medical Association, 
Dec. 1, 1945, p.987. 1 col. 

“In several ways this book is an important 
contribution to the literature of the war. To 
flight surgeons and to psychiatrists of the Air 
Forces it will be an emotional stimulus, an 
intellectual guide and in some degree a hand- 
book. ‘To those who are responsible for military 
organization it is a challenge because its pages 
earry implications for every aspect of military 
psychiatry and military organization: e. g. for 
the processes of selection and classification, the 
correlation of psychology and psychiatry and 
the conservation of military manpower by re- 
ducing the incidence of emotional breakdowns 
both in training camp and in combat.” 

United States naval medical bulletin, 
1946, p.131. % p. 

“Colonel Grinker and Major Spiegel in their 
exposition of the nature and mechanics of the 
psychologie reaction of flying personnel to com- 
bat, detail the erosion, the grinding, and the 
pulverization of stress. Theirs is a fully docu- 
mented account, clearly presented with illustra- 
tive case histories as important highlights. In 
many ways this is a unique contribution. The 
authors have striven to present their data in 
simple language . . . The dynamic picture which 
they paint has a gratifying realistic quality 
. . . Unequivocally recommended for laymen 
and physicians alike. It sets a new high stand- 
ard in medical writing. Every medical officer 
will find his experiences not only well-described 
but also logically explained.” 


Grove, Lee. See Mercey, Arch A., & 
Grove, Lee, ed. 

Hall, Robert A. See Knight, Austin M. 

Hawley, Gessner G., & Leifson, S. W. 
Atomic energy in war and peace. 211p. 


1945. Reinhold, New York, $2.50. 
Industry and power, Jan. 1946, p.172. %4 


See Singleton- 


Jan. 


ol. 

“Written in a manner easily understandable 
to even those with the sketchiest background 
of physics, this book was prepared to provide 
an essential knowledge of the atomic theory. 
The first portion is devoted to the pertinent 
facts of the atom, neutrons, radioactivity, nu- 
clear fission, and other subjects of fundamental 


importance. The second portion, based on the 
official War Department report of the atomic 
bomb project, gives the complete story of this 
phenomenal piece of work—of the terrific ob- 
stacles to success—of the means used to sur- 
mount them. The concluding section discusses 
future military and industrial applications of 
atomic energy in the light of the present knowl- 
edge of the subject.” 


Haymaker, Webb, & Woodhall, Barnes. 
Peripheral nerve injuries; principles of 
diagnosis. 227p. 1945. Saunders, Philadel- 
phia, $4.50. 

United States naval medical bulletin, Jan. 


1946, p.132. % p. 
“Haymaker and Woodhall present the essen- 


tial data on peripheral nerves in a clear, con- 
cise and orderly fashion. The large number of 
line drawings and photographs aid considerably 
in elucidating the text ... Divided into three 
sections. The first of these concerns the seg- 
mental and peripheral innervation of the skin, 
muscles and skeleton. Motor, sensory and sym- 
pathetic components are described. In the 
second section the examination of the injured 
patient is discussed ...In the final section 
the clinical features of various plexus and 
peripheral nerve injuries are discussed... 
Medical officers engaged in the examination of 
patients with peripheral nerve injuries will find 
this volume a good companion.” 


Hegarty, Edward J. Building a sales 
training plan. McGraw, New York, $2. 

Industrial marketing, Dec. 1945, p.192. % 
col. 

“Offers a new practical approach to one of 
the major problems of business—the training 
of salesmen. Mr. Hegarty’s plan is based on 
his belief that since selling is an orderly pro- 
cess, training to sell should also be an orderly 
process. Thus, the material he presents not 
only discusses sales training principles but also 
gives specific steps for the practical application 
of them. To the sales manager or training 
director, these suggestions, based on wide field 
experience, will be especially valuable for im- 
proving his present sales training program and 
for operating it successfully.” 


Heitler, W. Elementary wave mechan- 
ics. 1384p. Oxford Univ. Press, London, 
7s. 6d. 

Chemical age, Dec. 8, 1945, p.548. % col. 

“The author...is one of the foremost 
names in the development of wave mechanics. 
He therefore knows his ground and we can be 
sure that the subject matter of which he treats 
is sound ; .. About two-thirds ...is devoted 
to general theory. Chemists will, however, be 
especially interested in the last portion... 
which deals with the derivation of the periodic 
classification and with valency theory. In dis- 
cussing the former, the atomic states of the 
lighter elements are described, with a _ brief 
account of their derivation. The theory of 
valency considers the interaction of two hydro- 
gen atoms to form the hydrogen molecule, the 
simplest example of the covalent lint [sic]. From 
this, the book goes on to deal with the valencies 
of the lighter elements, in particular that of 
carbon. The origin of directed valency is in- 
cluded, and finally a brief treatment of activa- 
tion energy concludes a very sound, and a sur- 
prisingly clear and simple introduction to a 
difficult topic.” 


Heldt, P. M. The automotive chassis. 
584p. The Author, Nyack, N. Y., $6. 


Automotive and aviation industries, Jan. 1, 
1946, p.54. col. 

“All parts of the automotive chassis are 
covered, with the exception of the power-plant. 
The functions of the parts, their theory, their 
design and the materials from which they are 
made are all discussed in detail. To supplement 
the text, there are 380 clear and well selected 
illustrations. Most of the chapters contain 
brief notes on the origin and the historical de- 
velopment of the parts with which they deal, 
as well as an explanation of shortcomings of 
earlier designs and the reasons for abandon- 
ment.”’ 


Machinery (New York), Jan. 1946, p.213-A. 
col. 

“Final one in a serles on automotive engineer- 
ing subjects which includes three other volumes. 
Like the others . . . intended both as a handbook 
for engineers and as a textbook for use in en- 
gineering courses... Rules for the propor- 
tioning of parts are given in almost every chap- 
ter, and in quite a few of the chapters design 
formulas expressing the operating characteristics 
of the parts are developed. The parts con- 
sidered include frames, springs, axles, wheels, 
tires, drives, steering gears, brakes, universal 
joints, and differential gears.” 


Henry, J. Fred, ed. Your future in 
aviation. 327p. 1945. Prentice-Hall, New 
York, $3. 

American aviation, Jan. 15, 1946, p.8. 10 1. 

“Aimed primarily at veterans, who may seek 
employment in one of three phases of aviation 
—commercial air transport, military aviation 
and private flying ... Includes complete job 
classifications, qualifications and salary scales 
in all three categories, including allied govern- 
mental agencies. Attached is chart listing job 
opportunities in the AAF and in Naval avia- 
tion.” 


Heuvelmans, Martin. Cargo deadweight 
distribution. 86p. 1945. Cornell Maritime 
Press, New York, $1.50. 

Material movement, Jan. 1946, p.25. %4 col. 

“A man of broad practical experience in ship- 
ping explains the factors involved in planning 
a cargo loading to meet the requirements of 
proper weight distribution: 1. Stowage of cargo 
to achieve good stability and trim; 2. Use of 
deadweight scale and trim scale; 3. Reconciling 
weight distribution with safe stowage; 4. Space- 
saving methods and 5. Fitting cargo to hold 
conformation. With a minimum of academic 
theory and a maximum of specific illustrations, 
these principles and procedures are applied to 
typical situations that might arise in actual 
dockside operations. Loading plans are de- 
veloped for various types of cargo, from simple, 
homogeneous loads through complex, diversified 
eargoes—from grain to trucks. Beginners in 
the shipping field will find it a valuable intro- 
duction to the principles of weight distribution 
in stowage. Veteran dockside workers will 
profit by the reminder that rule-of-thumb me- 
in cargo loading will not always suc- 
ceed.” 


Hirst, Henry. Engineering practice. 
v.1. 158p. 1945. Melbourne, Australia, 25s. 

Australasian engineer, Oct. 8, 1945, p.67-68, 
70. 1% col. 

“While giving the fundamental background 
of the various phases of engineering practice 
discussed, the developments over the past five 
years are reviewed systematically and in detail 
... The text is admirably elucidated with 
many illustrations and tables . . . Incorporates 
that practical approach which is absolutely 
essential in a technical work, while a _ well- 
chosen bibliography at the end of each article 
further enhances the information given... 
Can be strongly recommended to aeronautical, 
automotive, diesel, mechanical and production 
engineers, metallurgists and foundrymen. The 
student, too, will gain from it a sound working 
knowledge of the technical principles involved.” 
— engineer, Nov. 1, 1945, p.135. 

col. 


FEBRUARY, 
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“Five subjects are embraced. They are— 
Soldering of aluminium and its alloys, centrifu- 
gal casting of ferrous and non-ferrous com- 
ponents, properties and manufacture of bearings 
and bearing materials, forging of aluminium al- 
loys and die casting. The information given 
has been abstracted from recent articles in tech- 
nical magazines and proceedings of scientific 
societies, supplemented by the author’s own 
broad experiences as a metallurgist. There are 
many tables of physical properties. A valuable 
bibliography of references appears at the con- 
clusion of each section. Additional volumes are 
to be published—each volume will discuss five 
or six aspects of present day production tech- 
nique ...Can be recommended to manufac- 
turers and others who desire to be brought 
up-to-date on the developments in those phases 
of production engineering embraced.” 


Hooper, Alfred. The river mathematics. 
401p. 1945. Holt, New York, $3.75. 

American scientist, Jan. 1946, p.128. .%4 col. 

New York Herald Tribune weekly book review, 
Nov. 25, 1945, p.28. % col. 

“(The author] traces ‘the development of 
mathematical ideas 1nd processes from their 
insignificant source to the mighty flood on which 
now sail the proud ships Science, Engineering 
and Aeronautics’ His method of presentation 
is an admirable one for the adult reader. He 
begins each chapter by explaining the historical 
growth of a group of mathematical ideas and 
then shows the mathematical progress that re- 
sulted from the ideas described ...I can 
think of no better way for the mothers and 
fathers of children growing up in the post-war, 
atomic age to fill up the gaps in their own 
grasp of simple elementary mathematics than 
to read ‘The River Mathematics’.” Denning 
Duer Miller. 

Oil reporter, Nov. 25, 1945, p.33. % col. 

“A big illustrated book that is sure to delight 
the man who finds the science of numbers 
something for fun as well as for profit. Hooper 
gives the subject of mathematics a believe-it-or- 
not air that serves to intrigue the reader into 
learning a headful of facts.’! 


Horsfall, James G. Fungicides and 
their action. 239p. 1945. Chronica Botan- 
ica, Waltham, Mass., $5. 

Botanical gazette, Dec. 1945, p.296. % 

Science, Jan. 18, 1946, p.87. 1% col. 

“This book, by a leading authority on fungi- 
cides, is the first in English exclusively on this 
important subject ... Especially welcome to 
plant pathologists for whom the principal 
treatises on fungicides have been in books de- 
voted mainly to insecticides, with fungicides 
treated as a secondary, but related, subject 
. . . Would constitute a fine textbook on the 
subject and an excellent handbook for profes- 
sional plant pathologists, but would be of less 
value to extension men or growers... May 
... be a landmark in the history of fungi- 
cides.” C. E. Yarwood. 


Jones, Arthur J. Principles of guid- 
ance. Ed.3, revised. 592p. 1945. McGraw, 
New York, $3.50. 

Advanced management, Dec. 1945, p.166. % 


col. 


‘ol. 

“Written by an educator for educators. How- 
ever it does contain some useful material for 
the industrial personnel worker and executive. 
Its clear and complete exposition of the prin- 


30 TECHNICAL BOOK REVIEW INDEX 


ciples of guidance and the helpful light it throws 
on the basic assumptions involved make it a 
good source of reference for the industrial per- 
sonnel counselor.’”’ Evelyn Buckley. 


Keers, Robert Y., & Rigden, B. G. Pul- 
monary tuberculosis. 2738p. 1945. Williams 
& Wilkins Co., Baltimore, $5. 

American journal of nursing, Jan. 1946, p.74. 
% col. 

“This well-outlined book, written in clear 
simple language and with many illustrations, 
is designed for the medical student and practi- 
tioner. Discussions of symptomatology, history 
taking, the tuberculin’ test, mass _ radiology, 
where the patient shall have care, application 


of physical rest, and such nontuberculous com- . 


plications as pregnancy and diabetes mellitus 
are among the subject matter included and 
which recommend its use as a reference in 
schools of nursing.’”’ Doris Kerwin. 


Knight, Austin M. Modern seamanship. 
Ed.11, revised and rewritten by Robert A. 
Hall. 948p. 1945. Van Nostrand, New 
York, $5. 

Marine engineering and shipping review, Jan. 
1946, p.176. 12 1. 

“Among its valuable features are its treat- 
ment of the more recent methods in naval con- 
struction, its clear explanation of weather and 
weather signals, first-aid methods, and the com- 
plete glossary of naval terms and definitions 
which has been incorporated in the book, as 
well as the Rules of the Road.” 

Lewis, Charles W., ed. Essentials of 


selling. Prentice-Hall, New York. 

Opportunity, Feb. 1946, p.35, 37. 1% col. 

“The value of the work springs from the 
fact that it is not written by a professional 
writer with profit as the motive, or by one of 
those who, having made a failure of doing, is 
teaching others how to do. It is the expression 
of considered opinion of 22 men experienced in 
their fields, scrutinized for general interest by 
an Executive Committee, and supplemented by 
comments and criticisms from over one hundred 
additional sales managers. From its pages, in- 
telligently studied, any man or woman can get 
a very adequate basic sales training, without 
going to school or taking a correspondence 
course.” 


Lister, Eugene C. Electric circuits and 
machines. 358p. 1945. McGraw, New York, 


$3.50. 

Modern machine shop, Jan. 1946, 
% col. 

“Comprises an elementary text that covers in 
a simple, concise manner the fundamentals of 
both direct and alternating current circuits and 
machines with which the technical student must 
be familiar ... The treatment has been made 
as non-mathematical as practicable, the mathe- 
matics being limited largely. to simple algebra 

. Enough of the essentials are presented to 
enable the student to gain a general under- 
standing of the subject, and yet the instructor 
is allowed the opportunity for enlarging upon 
the subjects that will be of most benefit to his 
students. For this reason, the material pre- 
sented has proved to be suitable for students 
with varied educational backgrounds and for 
courses with various objectives.” 

Lowy, Alexander, and others. Intro- 


duction to organic chemistry. Ed.6, re- 


p.378, 380. 


vised. 448p. 1945. Wiley, New York, $3.50. 

Science, Jan. 4, 1946, p.8% % col. 

“Incorporates changes from the preceding edi- 
tion which represent a steady evolution to keep 
the book up to date 1. her than a sudden 
change. The book therefore retains its essential 
qualities—clearness, simplicity, and logic of 
presentation—and avoids the pitfall of numerous 
other texts which, in their recent revisions, 
have tried to cover too much and have become 
unsatisfactory hybrids between elementary text- 
books and advanced treatises. Here we have, 
as the title claims, a true introduction to or- 
ganic chemistry . .. Well presented and makes 
a distinctly better ‘impression than its preceding 
edition.” Albert L. Henne. 


MacColl, LeRoy A. Fundamental theory 
of servo-mechanisms. 130p. Van Nostrand, 
New York, $2.25. 


Bell laboratories 

12 1. 
“Develops the basic mathematical theory used 
in designing linear servo-mechanisms and also 
includes a study of a frequently used non-linear 
type ... Shows the essential identity of linear 
servo-mechanisms iheory and that of feedback 
amplifiers . . . Includes new information on os- 
eillating control servo-mechanisms and on sam- 
pling servo-mechanisms,” 

Electrical manufacturing, 
278. % col. 

“The distinctive feature of Dr. MacColl’s 
book is that he treats the subject of linear 
servomechanisms from the standpoint of the 
observer of the steady state. This permits com- 
plete treatment with very little more in the 
way of mathematics than algebra. The more 
common method of analysis starts with the ‘error’ 
between elements of the system and proceeds 
to analyze the transient responses by means of 
differential equations. This inevitably leads 
into higher mathematics. The steady-state ap- 
proach is closely related to practical methods 
of design and a large body of data, principally 
accumulated in the field of feedback amplifier 
design where the steady-state approach for 
analysis has always been used, is immediately 
available.” 

Evectrical world, Jan. 19, 1946, p.289, 241. 4 
col. 
“This Bell Telephone Laboratories author 
here records the expository mathematics which 
underlies the servomechanisms. Details of the 
physical devices are merely intimated for the 
sake of concentration on the principles which 
govern sampling, feedback, amplification, lag 
minimization, overshoot control, linearity, sta- 
bility and fidelity. The treatment is basic and 
broad enough to be pertinent to servomechan- 
isms of hydraulic, pneumatic and electric as 
well as the electronic forms.” 

Major, Ralph H. Physical diagnosis. 
Ed.3, revised. 444p. 1945. Saunders, Phila- 
delphia, $5. 

United States naval medical bulletin, 
1946, p.184. % p. 

“The author presents in a clear, concise, well 
organized and interesting manner the dicta of 
physical diagnosis. He gives an adequate his- 
torical background of the methods and arma- 
mentarium of physical diagnosis, and has drawn 
freely from classic descriptions and quotations 
of the masters... This book is particularly 
enhanced by its wealth of diversified illustra- 
tions, consisting of photographs, drawings, 


record, Dec. 1945, p.496. 


Jan. 1946, p.276, 


Jan. 
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phonograms, and sound tracings. Its extensive 
bibliography is in itself a valuable contribution 
to the subject. It is the opinion of the re- 
viewer that the author has admirably pre- 
sented in this volume an outline and textbook 
of physical diagnosis. After its consideration, 
one is aware that ‘the practiced eye, ear, and 
finger’ have not been antiquated by more refined 
methods of diagnosis ... Recommended for 
the general practitioner in Naval service.” 


Manly, Harold P. Drake’s heating, 
cooling and air conditioning handbook. 
706p. 1945. Drake, Chicago, $4. 

Heating and ventilating, Jan. 1946, p.98. 4% 


col. 

“Unlike most books dealing with heating, ven- 
tilation, and air conditioning, H. P. Manly 
... has succeeded in presenting his subject 
matter so that it will be helpful to those with- 
out an engineering background. Instead of the 
customary formulas, there are numbered steps 
to be followed. Mathematics is confined to 
simple arithmetic ... The material is divided 
into 27 chapters and covers such subjects as 
heat transfer, evaporation and relative humid- 
ity, heating and cooling loads, ventilation, heat- 
ing load calculation, types of heating systems, 
radiators and piping, cooling, air circulation and 
flow, filters, fans, burners, stokers, and auto- 
matic controls.” 


Maxwell, James. Introduction to dis- 
eases of the chest. Ed.2. 292p. 1945. Hod- 
der, London, 12s. 6d. 


Journal of the American Medical Association, 
Dec. 29, 1945, p.1294. % col. 

“Divided into four sections and thirty-six 
chapters followed by the illustrations, which 
are individually captioned and referred to in the 
text ... Dr. Maxwell has done an admirable 
piece of work in his presentation of the prin- 
ciples of physical examination of the chest 
... The chapter dealing with asthma is well 
written and develops several factors any one of 
which may be the stimulus setting off the 
asthmatic syndrome ... Dr. Maxwell’s consid- 
eration of the treatment of pulmonary tuber- 
culosis is sound and conservative, and a brief 
discussion of surgical procedures is presented 
. . . Contains a wealth of material. The author 
has wasted no words but rather has presented 
his subject so directly and concisely that both 
the student, the general practitioner and the 
specialist may all find here the meat of an 
important subject.” 


Mercey, Arch A., & Grove, Lee, ed. Sea, 
surf and hell. 349p. Prentice-Hall, New 
York, $3. 

Motorship, Jan. 1946, p.59. % col. 

“A collection of stories, illustrated with 16 
pages of excellent photographs, of the United 
States Coast Guard during World War IL... 
Deals with many phases of Coast Guard service 
performed in all parts of the world,—‘From 
Greenland’s ice mountains,’ to ‘India’s coral 
strand.’ The editors of this anthology avoided 
stories loaded with war statistics. Instead they 
selected some of the best published stories on 
the Coast Guard written by authors with a sym- 
pathetic understanding for the countless common 
men who performed heroic service during the 
war. Sometimes the stories are more human 
than literary ... Each author, in his own 


way, wrote a chapter of informal history on 


some of the unforgetable events of the Coast 
Guard.” 


Millard, Nellie D., & King, B. G. Human 
anatomy and physiology. Ed.2, rewritten. 
514p. 1945. Saunders, Philadelphia, $3. 

Nature magazine, Jan. 1946, p.56. % col. 

“We were much impressed with the first issue 
of this fine text and can only repeat our recom- 
mendation: a skilfully organized and well writ- 
ten book, the chapters beginning with outlines 
and ending with summaries and _ discussion 
questions; the coverage brief, yet thorough; 
the illustrations, particularly the originals by 
Lucille Cassell, outstanding. For nurses, biology 
students, and the layman who wishes an inter- 
esting and readable book on this most important 
of subjects, we know of no better choice.” 


Montgomery, Elizabeth Rider. Story 
behind great medical discoveries. 247p. 
1945. McBride, New York, $2. 

New York Times book review, Nov. 11, 1945, 
p.22. %4 col. 

“The dramatic story of man’s never-ending 
struggle, and his victories, over disease. In a 
series of fast-moving, authoritative episodes we 
learn first how Dr. Harvey proved that the 
blood really circulates through the body, then 
share the thrill of discovering such things as 
the miraculous bronchoscope, the life-saving 
sulfa drugs, penicillin, the iron lung and the 
radio knife. The forty-three episodes in the 
book hold the suspense and excitement of a 
mystery story, richly rewarding the reader 
with their human interest and their inspiring 
portrayal of how the world’s great medical 
challenges have been met.’’ Henry B. Lent. 


Morgan, Frank M. Plane and spherical 
trigonometry. 247p. 1945. American Bk., 
New York, $2.50. 

School science and mathematics, Jan. 1946, 
p.97. % p. 

“*Emphasizes the numerical aspects and gives 
as much of -the theory as is necessary for a 
thorough preparation for further work in math- 
ematics’ . . . Divided into two sections, nine 
chapters ...of Plane Trigonometry, and five 
chapters . . . of Spherical Trigonometry. There 
is also, for the benefit of the student who has 
not previously had them, a section on logar- 
ithms ... Appears to be well written, and I 
believe that the student who studies this book 
under the guidance of a competent teacher will 
not only have a better understanding but also 
a better appreciation of trigonometry and its 
importance in a modern scientific world.” Al- 
bert R. Mahin. 

Morgan, Howard K. Industrial training 
and testing. 225p. 1945. McGraw, New 
York, $2.50. (McGraw-Hill industrial or- 
ganization and management series.) 

American machinist, Jan. 17, 1946, p.218, 
220. col. 

“Offers a definite plan for the selection, train- 
ing, rating, follow-up and upgrading of work- 
ers. Thus, definite methods of procedure and 
analysis are presented, rather than opinions, 
and the information is related to costs... 
One of the best features . . . is the chapter on 
counseling. In effect, this chapter is a guidance 
manual for counselors ... All in all, this book 
is a first-rate scientific approach to hiring for 
and using people on the jobs for which they 
are fitted.” 


32 TECHNICAL BOOK REVIEW INDEX 
. 


Nash, Ben. Developing marketable prod- 
ucts and their packagings. 404p. McGraw, 
New York, $5. 

Modern industry, Jan. 15, 1946, p.94. %4 col. 

“Interesting reading for those with some 
knowledge of the subject, though not sufficiently 
advanced for the expert ... goes into 22 ele- 
ments that affect product development and mar- 
keting . . . Analyzes the procedures in product- 
package development and the place of one 
executive in an organization to do this job. 
Particularly interesting and valuable is the 
chapter on color selection in which Author 
Nash describes the Munsell color system and 
makes suggestions for its, use.” 


Parsons, Esther Jane. In the doctor’s 
office. 295p. Lippincott, Philadelphia, $2. 

Modern medicine, Jan. 1946, p.249. % col. 

“A complete and interestingly written expo- 
sition of the multifarious duties of the medical 
assistant, based on the author’s experience as 
a research technician and as a teacher of med- 
ical office procedures. Topics discussed range 
from personal hygiene to office bookkeeping and 
preparation of medical manuscripts. The im- 
plication that the physician’s helper must be 
perfect in all things may be discouraging to 
novices and a source of wry amusement to 
physicians who have recently found assistants 
of any sort difficult to get and keep.” 

Occupational therapy and rehabilitation, Dec. 
1945, p.268. % col. 

Piney, A. Clinical atlas of blood dis- 
eases. Ed.6. 1388p. 1945. Blakiston, Phila- 
delphia, $5. 

Journal of the American Medical Association, 
Oct. 20, 1945, p.582. 8 1. 

“A valuable and practical guide for the 
physician, technician or medical student. There 
are 48 excellent color plates of the different 
blood diseases. Opposite each plate there is a 
concise summary of the known facts on etiology, 
symptoms, blood findings, diagnosis and therapy. 
There are four pages on hematologic technic. 
There is an eight page glossary and index. This 
book is unexcelled as a small atlas of hema- 
tology.” 

Polk, Ralph W. Practice of printing. 
Ed.8, revised and enlarged. Manual Arts 
Press, Peoria, IIl., $2.75. 

Printers’ ink, Jan. 18, 1946, p.109. %4 col. 

“A book well worth calling to the attention 
of advertising men (and not merely to begin- 
ners in agency production departments) for its 
brief, simple, clear summary of the essential 
facts about printing (including. new matter on 
offset and Ludlow typograph). Besides, it is a 
typographic rarity, for it ‘is handset by the 
author’—a pattern as well as a handbook. A 
4-page glossary of technical and trade terms 
is especially useful.” 


Prinz, Hermann. Dental chronology; a 
record of the more important historic 
events in the evolution of dentistry. 189p. 
1945. Lea, Philadelphia, $3. 

United States naval medical bulletin, 
1946, p.135. % p. 

“This very interesting small book is some- 
thing more than a mere chronology in that the 
author at times amplifies the text to include a 
brief history of important events in the develop- 
ment of dentistry as a profession ... Divided 


Jan. 


into three parts plus an appendix. Part one, 
Antiquity, is a record of dentistry from the 
beginning of recorded events until the year 1000 
A.D.; part two, The Middle Ages, similarly . 
covers a period from 1000 A.D. until 1728 A.D.; 
part three, Modern Times, begins with the pub- 
lication of ‘Le Chirurgien Dentiste’ by Pierre 
Fauchard, the father of modern dentistry. The 
appendix contains additional chronologic data 
relative to dentistry and other items of interest 
to the dental practitioner ... Interesting not 
only to the practitioner of dentistry but to the 
layman as well.” 


Rahn, Otto. Injury and death of bac- 
teria by chemical agents. 1838p. 1945. 
Biodynamica, Normandy, Mo., $3.60. 

American journal of public health, Jan. 1946, 
p.72. % col. ‘ 

“The author presents a very interesting dis- 
cussion on survivor curves of unicellular and 
multicellular organisms. Explanations of the 
differences of the curves are presented by pres- 
entation of survivor curves of various multi- 
cellular and unicellular organisms ...A very 
excellent presentation of the mode of action of 
disinfectants and antiseptics is given. The 
limitations of the F.D.A. method of testing 
disinfectants are discussed, together with other 
suggested methods. A new method of testing is 
suggested. The author has brought together 
scattered facts about disinfectants and anti- 
septics which will aid considerably in lessening 
the confusion that exists in this important 
field.” W. L. Mallmann, 


Romney, G. Ott. Off-the-job living. 
232p. 1945. A. S. Barnes, New York, $2.75. 

Journal of health and physical education, 
Jan. 1946, p.56. 6 J 

“On the assumption that recreation is a part 
of everyone’s life, this book draws attention to 
off-the-job living and the education of the in- 
dividual’s tastes. It challenges society to 
acknowledge its obligation and to provide public 
recreation just as it provides public education, 
safety, health, and sanitation.” 


Russell, Henry N., and others. Astron- 
omy. v.1: The solar system. Revised edi- 
tion. 470p. 1945. Ginn, Boston, $3. 
— journal of science, Feb. 1946, p.146. 


p. 
American scientist, Jan. 1946, p.26. % col. 
Sky and telescope, Jan. 1946, p.14. % col. 
“The revisions ... represent the progress in 
solar-system astronomy during the past 19 
years. Outstanding are the discovery of Pluto, 
the identification of ammonia, methane, and 
carbon dioxide in the atmospheres of the planets, 
the concomitant increase in understanding of 
the structure of the planets, radical changes in 
theory but continued nebulosity as to the exact 
process of planetary evolution, and finally, much 
progress in observational data and techniques.” 
Fred L. Whipple. 


Sadler, William S. Modern psychiatry. 
896p. 1945. Mosby, St. Louis, $10. 

Journal of the American Medical Association, 
Sept. 29, 1945, p.415. % col. 

“The author begins ... with a long section 
on personality problems. This is followed by 
chapters on the psychoneuroses, the psychoses 
and finally on therapeutics. Thus the approach 
... is distinctly modern, for the descriptive 
accounts of the various psychoses as seen in 
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the clinic or hospital occupies only a small 
part ...A distinctly individual work, reflect- 
ing the author’s interest in what he terms ‘per- 
sonology’... Offers a sound approach to 
psychiatry in general but the text is weakened 
by redundant material, generalizations, medical 
slang and repetitions. The volume would have 
been more useful had a competent editor re- 
moved a considerable portion of the text. It is 
too long for the general practitioner and too 
diffuse for the specialist but relatively sound 
for those who have the time and the inclination 
to read it.” 


Saville-Sneath, R. A. Aircraft of the 
United States. v.1. 256p. Penguin, New 
York, 5s. 

Aeroplane, Dec. 14, 1945, p.698. % col. 

“Volume 1, containing all the monoplane 
landplanes, is split for easy reference into sec- 
tions depending first on the number of engines 
and then wing positions . . . Includes sil- 
houettes, development and performance figures 
as well as recognition features, and covers more 
than 150 different types. Other pages include 
facts and figures on the various commands and 
branches of both Army and Navy Air Forces, 
together with complete designation tables, notes 
on civil aviation and an interesting review of 
the production figures from June, 1940, to 
October, 1944... There are many excellent 
photographs.” G@. C. 


Schwartz, Louis H. Your eyes have 
told me. 208p. 1945. Dutton, New York, 


$2.75. 

American scientist, Jan. 1946, p.142. % col. 

Journal of the American Medical Association, 
Nov. 17, 1945, p.838. % col. 

“The author presents his material for the 
layman and makes a rather dramatic effort to 
explain the various diseases and anomalies of 
the visual organ and its adnexa in simple 
language and by example. At times the language 
isn’t quite simple enough.” 

Science, Jan. 25, 1946, p.120, 122. % col. 

“This book is not for the scientist who wants 
precise and accurate information and has the 
mental discipline and intelligence to understand 
it . . . Written in a free and easy style for the 
layman, and since the information it contains 
outweighs the misinformation, it will probably 
be of benefit to the lay reader. In the Preface 
and Epilogue the author records his intentions 
concisely: ‘The purpose of this book is to give 
the reader a better insight into one special 
branch of that vastly absorbing maze of per- 
plexities, the human body.’ Between these two 
portions of the book lie 31 chapters of popular 
science writing, frequently careless, usually 
overdramatic, generally trite, too often gullible 

Dr. Schwartz’s Preface is an _ excellent 
piece of writing for the layman. It is un- 
fortunate that the quality of this part of the 
book was not continued into the subsequent 
chapters.”” LeGrand H. Hardy. 


Seelye, Elwyn E. Data book for civil 
engineers. v.1: Design. 417p. 1945. Wiley, 
New York, $7.50. 
om news-record, Jan. 10, 1946, p.160. 

col. 

“This book, which is the first volume’ of a 
three-volume Data Book for Civil Engineers, is 
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charts, tables and nomographs reproduced on 
large pages for legibility. Doubtless much of 
the material reproduced ... was accumulated 
by the author from many sources in a very 
active and varied career. Hence many en- 
gineers will find this big book a valuable asset. 
On the other hand, the book cannot be said to 
come up to the author’s objective of producing 
a book that would permit ‘engineers isolated 
from other reference books to function.’ In 
some fields of civil engineering such as airport 
design that might be true, but in other fields 
such as dam design, railroads and bridges it is 
not true ... The author and his assistants are 
to be commended for their energy in assembling 
this [sic] data and preparing the many charts.” 

Water works engineering, Jan. 23, 1946, p.94. 
¥% col. 

“Presents design data in concentrated form 
on a wide range of engineering topics . . . Well 
illustrated with diagrams and drawings, where 
those are best to convey information, and 
tabular da‘. are much in evidence. All the main 
fields of civil engineering are covered, struc- 
tural, water supply, sanitation, drainage, dams, 
bridges, airfield, etc. Two other volumes, on 
specifications and costs, and on field practice, 
are in preparation.” 


Shepard, Ward. Food or famine; the 
challenge of erosion. 225p. 1945. Mac- 
millan, New York, $3. 

American journal of science, Jan. 1946, p.63. 


p. 

“Can man control soil erosion before soil 
erosion destroys civilization? This is the ques- 
tion that the author has sought to answer. The 
problem is examined with full recognition of its 
urgency and world-wide scope. It is advocated 
that land management districts be established 
to bring about rational use of the lands of 
America ... Programs for the control of floods 
by engineering structures alone are held to be 
inadequate; flood-control planning must not 
stop at the riverbanks but should provide for 
appropriate land use practices on entire drainage 
basins ... An excellent book that should be 
read by all who are interested in doing some- 
thing about the conservation of our natural 
and human resources.” H. J. Lutz. 

New York Times book review, Nov. 4, 1945, 
p.3. 5 col. including illustrations. 

“Ward Shepard has a rich background of ex- 
perience in the United States Forest Service, 
as former Director of the Harvard Forest, as 
special adviser on forest policy in the Depart- 
ment of Agriculture, and as adviser on natural 
resources development in the Office of Indian 
Affairs. The theme of his book centers on the 
problem of erosion—a problem dramatized in 
recent years in the crisis of the Dustbowl ... 


Makes intensely interesting reading ... De- 
serves a wide reading.” Alvin H. Hansen. 
Scientific monthly, Nov. 1945, p.vii. % col. 


including other reviews. 

“The subtitle ... gives a strong clue to the 
main theme. From 1936 to 1939 Mr. Shepard 
was Director of the Harvard Forest and is now 
a conservationist in the Interior Department. 
The book is an outline of his recommendations 
for land reconstruction and upstream engineer- 
ing through the creation of valley authorities 
similar to TVA. He is an advocate of com- 
pletely integrated conservation operations, as 


difficult to appraise ... Contains an 


impr es- 


sive array of the type of information that an 
to keep at hand, convenient 


engineer likes 


pposed to those who favor the use of dams 
alone to control the erosional rampages of the 
various rivers and streams.” 7. J. C. 
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Sheppard, Richard. Cast iron in build- 
ing. 98p. 1945. Allen & Unwin, London, 
7s. 6d. net. 

= trade journal, Dec. 6, 1945, p.304. 

col. 

“An altogether delightful book, and one that 
should be read by all ironfounders.” V. OC. F. 

Mechanical world, Dec. 14, 1945, p.659. 1 
col. 
“In these days of prefabrication, cast iron as 
a building material obviously deserves some 
attention. Far too often in the past, this ma- 
terial has been associated with mid-Victorian 
pseudo art, with the result that the layman as 
well as the professional architect has been in- 
clined to ignore its possibilities as a useful and 
beautiful building material. It is to counteract 
these preconceived notions that this book is pre- 
sented ... Well illustrated, and contains 48 
additional photographs showing old and modern 
designs, both good and bad. These are valuable 
object lessons to the designer in search of ideas. 
The text... is thoroughly readable and the 
various technicalities are dealt with in a brief 
but adequate manner.” J. W. 


Shuler, Ellis W. Rocks and rivers of 
America. 300p. 1945. Jaques Cattell Press, 
Lancaster, Pa., $4. 

American journal of science, Jan. 1946, p.60. 


% p. 

“This book goes far beyond its modest title. 
It is really a book of Earth lore couched in 
homely terms. Its author confesses to an in- 
herited love of landscape, and in this book he 
has tried to explain how mountains, valleys, 
soils and the like are made, without jargon and 
with an appropriate anecdote here and there. 
He manages to convey his enthusiasm and sin- 
cerity in a leisurely treatment, embellished with 
many fine photographs and nicely gauged to the 
interests and capabilities of the laymen he is 
trying to reach ... The volume is in no sense 
a text.” Richard Foster Flint. 

American scientist, Jan. 1946, p.125. % col. 

Natural history, Jan. 1946, p.43. % col. 

“In its essentials this book is an introduction 
to the geologic subscience of geomorphology. In 
a sense, therefore, the title is misleading, for 
while the principle illustrations are taken from 
the American scene, and the origin of certain 
notable landscape areas is briefly explained, the 
emphasis of the work is upon the geologic 
processes involved, not upon the individual his- 
tories of our rocks and rivers. Nevertheless the 
book contains a vast amount of information on 
the origin of the landscape. In fact, as one 
reads it he is apt to feel that there is an effort 
to impart too much information within the 
confines of a book of this size ... There has 
been a great need for a work that will make 
available to the average observer the enthrall- 
ing story the geologist reads in the landscapes 
that grace our countryside. This book is a 
contribution toward that goal, but to this re- 
viewer at least, it does not succeed in fully 
attaining it.” H. E. Vokes. 

Silver, John A., & Clarkson, R. Manu- 
facture of compressed tablets. 70p. 1945. 
F. J. Stokes Machine Co., Philadelphia, 
$3. 

Manufacturing chemist, Dec. 1945, p.433. 4 
col. 
“Probably the most concise and informative 
book of recent publication on the subject of 


tablet making. Apart from including chapters 
on the usual method of tablet making, including 
granulation, screening, drying, etc., the book 
deals with the choice of dies for the machine 
and their correct use and care. Details are 
given of a method, not frequently used in this 
country, known as ‘slugging.’ This method 
consists in precompressing the mixture of drugs 
into oversize ‘slugs’ and then breaking these 
down into granulations of a size suitable for 
compression. The method avoids wet granu- 
lation and requires less space and equipment 
and no power. It is claimed to be more suit- 
able for mixtures where there might be incom- 
patibility between the ingredients.” 


Simons, May Wood-. See Wood-Simons, 
May. 

Singleton-Green, J. Limestone concrete. 
Chapman & H., London, 8s. 6d. net. 

Engineering, Dec. 7, 1945, p.463. % col. 

“This little book, apparently written on be- 
half of the British Limestone (Roadstone) Fed- 
eration, has as its purpose to show that good 
limestone is an excellent aggregate for concrete. 
The subject is one about which there has been 
much discussion, and, while it is now generally 
agreed that clean hard limestone should make 
really good concrete, opinions still differ on its 
suitability for certain purposes and classes of 
work. Mr. Singleton-Green obviously entertains 
no doubts on this question, and, by considering 
the various desirable properties of concrete in 
turn, endeavours to prove that limestone aggre- 
gate is satisfactory in all respects... The 
author expresses his views in a direct and con- 
vincing style, and, if the data put forward are 
not always sufficient to justify fully his claims 
for limestone, at least they point to the urgent 
need for further definite reliable information 
about the characteristics and properties of 
erushed-stone aggregates. There are a few 
notable omissions from the references to cur- 
rent regulations and some of the author’s con- 
clusions may not meet with unanimous “ap- 
proval.” 

Surveyor, Nov. 30, 1945, p.744. 1% col. 

“Written sincerely and with a full sense of 
his responsibility as an expert, Mr. Singleton- 
Green’s book is... free from discursive mat- 
ter of any kind... The statements made can 
be supported by tests and examples of use in 
practice, the limestones referred to in his text 
being good, hard, structurally sound material. 
That, it may be noted, implies that the book 
does not cover the whole subject of the use of 
limestone in roadmaking, for relatively soft lime- 
stones, judiciously employed, can advantageously 
be used in cariageway construction... Very 
well documented, chapter by chapter, and... 
illustrated, pictorially by seven photographs and 
technically by eight examples of surface finishes. 
It will be recognised, by engineers and archi- 
tects, that Mr. Singleton-Green has brought 
together dependable data relating to an impor- 
tant class of road and structural materials, and 
has filled a vacant place in readily available 
technical literature.” 


Skrotzki, B. G. A., & Vopat, W. A. Ap- 
plied energy conversion. 509p. 1945. Mc- 
Graw, New York, $5. 

Combustion, Dec. 1945, p.65. % col. 

“In view of the broad title it may be well to 
point out here that the text deals with power 
plants of the steam, internal-combustion, and 


FEBRUARY, 


hydro types with considerable attention being 
paid to the general economic side of power 
production and performance ... The text is 
apparently written for students in heat-power 
engineering, for which purpose problems are 
appended at the end of each chapter; but it 
should also provide useful refresher reading for 
engineers already following the power plant 
line. The background of the authors... af- 
fords an excellent combination of engineering 
experience with first-hand knowledge of the 
needs of students in heat-power engineering.” 

Diesel power and Diesel transportation, Jan. 
1946, p.88. % col. 

“Intended for a background course in the 
power field and, therefore, details of construc- 
tion of various equipment were not included. 
The first part ... explains the functions and 
operating principles of the equipment used in 
energy conversion. Basic concepts of economics 
as they pertain to the power field are contained 
in the second section. There are many photo- 
graphs, diagrams and tables to illustrate the 
material.” 

Electrical world, Dec. 22, 1945, p.145. % col. 

“Unusual success in merging principles with 
practice marks this text which ought to pro- 
duce graduates who will thereby know why 
power plants, utility and industrial, are put 
together as they are. Emphasis throughout is 
on the functional contribution which each major 
piece of equipment provides. The authors as- 
sume that the student (or practicing engineer) 
knows the rudiments of thermodynamics and 
the behavior and properties of steam... The 
book, for students of any age level, is packed 
with a notable amount of practical explanation 
and guidance.” 

Industry and power, 
col. 

“Featured in this text is the thorough pres- 
entation of engineering economics. Coordination 
of equipment for the generation of energy from 
a physical and economic viewpoint is fully 
covered in the discussion of the characteristics 
and performances of the major elements of in- 
dustrial and central station power plants. The 
new developments in gas and wind turbines as 
well as types of European steam generators 
are also given. Table of contents include [sic]: 
Raw Energy; Steam Power Plant—Combustion 
Theory and Equipment; Steam Power Plant— 
Steam Generating Units; Steam Power Plant— 
Prime Movers; Steam Power Plant—Conden- 
sate and Feedwater Systems; Steam Power 
Plant — Application; Diesel and Gas-engine 
Plants; Hydraulic Power Plants; Power Plant 
Developments; The General Economic Problem ; 
Load Curves; Selection of Plant; Station Per- 
formance and Operation Characteristics; Spe- 
cific Economic Energy Problems; and Energy 
Rates.” 


Smith, A. Funge. Introduction to ma- 
rine engineering. 158p. 1945. E. Arnold, 
London, 5s. net. 

Transactions of the Institute of Marine En- 
gineers, Dec. 1945, p.152. ¥% col. 

“Although in no sense a comprehensive survey 
of present-day marine engineering practice, or 
even an elementary textbook on the subject, 
Com’r. Funge Smith’s book is by far the best 
of its kind yet published in this country... 
Written in simple language, its descriptive style 
is unequivocal and the 117 diagrammatic 
sketches with which it is illustrated are models 
of clearness combined with compactness which 
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even experienced marine engineers may find 
useful . . . Likely to prove of special value to 
deck officers of the Royal and Merchant Navies, 
as well as to such civil, mechanical and elec- 
trical engineers as may wish to obtain an in- 
sight into the marine branch of the profession 
. .. Should also find a place in the library of 
every boys’ school. The author is to be con- 
gratulated on the manner in which he has suc- 
ceeded in filling a long felt want by the publi- 
eation of this admirable little volume.” 


Sneath, R. A. Saville-. See Saville- 
Sneath, R. A. 


Society of Automotive Engineers. Eval- 
uation of effects of torsional vibration. 
578p. The Society, New York, $10 (Mem- 
bers, $5). 

Diesel power and Diesel transportation, Jan. 
1946, p.104. %& col. 

“Engineers, designers and research men will 
find this volume, which presents the experi- 
mental and analytical methods used by research 
departments of a number of leading Diesel en- 
gine manufacturers in investigating and apply- 
ing means of controlling torsional vibration, 
most valuable. Tne [sic] introduction sets the 
problems and conclusions, and the remainder 
of the book consists of the technical discussions 
of experimental methods used in measuring tor- 
sional vibration, methods of determining and 
estimating the significance of nominal torsional 
stresses, and means for reducing those stresses. 
The appendix contains suggested specifications 
for torsional vibration equipment which will be 
of interest to all concerned with the manufac- - 
ture and use of these instruments. There are 
numerous photographs, charts and graphs.”’ 

Industry and power, Jan. 1946, p.172. 14 col. 

“Engineers, designers, and research men con- 
fronted with torsional vibration problems will 
find this volume a most valuable fundamental 
treatise on this subject. Contained are the ex- 
perimental and analytical methods used by re- 
search departments of a number of leading 
diesel engine manufacturers in investigating 
and applying means of controlling torsional 
vibrations. Besides the introduction, which sets 
the problems, and conclusions, the bulk of the 
book consists of the technical treaties [sic] 
which discuss experimental methods used meas- 
uring torsional vibration, methods for determin- 
ing and estimating the significance of nominal 
torsional stresses, and means for reducing those 
stresses. The appendix contains, in addition to 
other material, suggested specifications for tor- 
sional vibration equipment which will be of in- 
terest to all concerned with the manufacture 
and use of these instruments.” 


Stevens, Edward F. Shipping practice. 
Ed.4. 1387p. 1945. Pitman, London, 7s. 6d. 


net. 

Transactions of the Institute of Marine En- 
gineers, Dec. 1945, p.151. % col. 

“Written to guide the student through the 
various and extensive subjects connected with 
shipping, without a deep treatment of the law, 
and the compilation has been arranged in a 
progressive order of study, and, as far as is 
possible within the scope of the volume covers 
the necessary subjects for the Institute of Char- 
tered Shipbrokers, Institute of Transport, In- 
stitute of Export, London Chamber of Com- 
merce, and Royal Society of Art Examinations. 
It is pleasing to note that since its original 
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edition this little volume has been approved by 
many Institutes and Organizations as a recom- 
mended book for study. Whilst primarily its 
object is that of a textbook for the student, it 
is hoped that it will prove of benefit and con- 
tain interesting details and information for 
others engaged in this profession, perhaps lead- 
ing many to make a more extensive study of 
‘Shipping’.” 

Strecker, Edward A., & Appel, K. E. 
Psychiatry in modern warfare. 88p. 1945. 
Macmillan, New York, $1.50. 

Scientific monthly, Jan. 1946, p.85. 2 col. 

“The authors have combined their intimate 
knowledge of military psychiatric practices to 
present, in this brief treatise, an admirable 
study of psychiatry in the two wars which 
more than meets the minimum requirements 
for handling satisfactorily a subject of such 
scope. Part I contrasts the nature of warfare 
in World Wars I and II and considers the 
psychological effects on combatants and non- 
combatants ... The second half... discusses 
the more important readjustment problems fac- 
ing the returning veteran . .. Few readers will 
fail to find much of practical interest in this 
handy survey. All, undoubtedly, will gain the 
impression of having been given a rich and 
comprehensive insight into the problem of 
neuropsychiatric battle casualties.” Daniel Cas- 
ner. 


Stroud, John. Japanese aircraft. 63p. 
1945. Harborough, Leicester, England, 
25s. 

Aeroplane, Dec. 14, 1945, p.698. % col. 

“A volume which should become a standard 
reference book on Japanese aircraft up to the 
year 1944 ...Mr. Stroud has managed to 
amass nearly every known important fact on 
aircraft used by the Japanese... As many 
readers will have little opportunity of examin- 
ing examples of Japanese aircraft, this volume 
will give an invaluable all-round picture of past 
and present trends of Japanese design pro- 
cedure. The generous application of full colour 
on excellent art paper gives the drawings and 
sketches of first-line Japanese types a depth 
which will facilitate the differentiation of one 
aeroplane from another, and greatly enhances 
the authoritative impression imparted to the 
reader. As little accurate information on the 
Japanese aviation industry has been available 
in the past to the general public, this book is 
unique and deserves a place on the bookshelf 
of every aeronautical library.” 0. W. 0. 


Stubbings, G. W. Diseases of electrical 
machinery. Ed.2. 226p. 1945. E. & F. N. 
Spon, London, 10s. 6d. 

Engineering, Dec. 7, 1945, p.484. % col. 

“An elementary book, intended for ‘electri- 
cians, apprentices and power plant engineers.’ 
It is stated in the preface that ‘the reader is 
supposed to be familiar with the appearance of 
electrical machines and to know that the voltage 
of a circuit depends. upon its resistance and 
upon the current it carries. No other technical 
knowledge is required.’ As it is impracticable 
to regard the book from the point of view of 
an individual conforming with this specification, 
it is difficult to judge the validity of the claim 
made ... The works engineer, even with con- 
siderably more information than is postulated 
in the preface, is likely to find this a valuable 
book for reference and instruction.” 


Transactions of the Institute of Marine En- 
gineers, Dec. 1945, p.151. 12 ] 

“The diseases dealt with ... are, in general, 
such as occur in the testing department of a 
manufacturer’s works or before the apparatus 
is handed over to the user. About half the 
book deals with electrical theory and design, but 
somewhat more than elementary knowledge is 
required to understand this part ... The ma- 
jority of the book deals with considerations of 
direct current motors and generators and alter- 
nating current motors. Although there is little 
that would be of assistance in the normal main- 
tenance of an installation, the information 
given might be of assistance after repairs have 
been carried out. The marine engineer will 
find a small amount of useful information ... 
in regard to the operation of motors and gen- 
erators.” 


Sturley, K. R. Radio receiver design. 
pt.2. 480p. 1945. Chapman & H., London, 
28s. net. 

Electronic engineering, Jan. 1946, p.30. 2% 
col. 

“The reviewer is sure that this volume will 
find its way on the reference book shelf of the 
majority of radio engineers.” OC. L. Hirshman. 

South African mining and engineering journal, 
Dec. 1, 1945, p.321. % col. 

“Well written, logically arranged, and suf- 
ficiently illustrated with schematic line dia- 
grams to simplify the circuits being explained 
and to lead to an understanding of the mathe- 
matics involved in the design. Where design 
procedure is beyond the scope of the book, such 
as audio frequency amplifiers for receivers in- 
tended for telephonic communication, reference 
is made in the bibliography to suitable works 
. . . Can be recommended to the serious student 
or engineer interested in radio receiver design.” 

Wireless engineer, Dec. 1945, p.586. 1% col. 

“Some two years ago in a review of Part I 
of this book, it was said that it had an air of 
incompleteness, because it was only one-half of 
a complete book. This has now been remedied 
by the publication of Part II... With the 
exception of one chapter, the book is excellent, 
for the treatment is clear and accurate. It is 
largely mathematical, but of such a _ simple 
nature that no one should be put off by the 
arrays of equations which appear on some pages 
. .. With the one exception referred to above, 
the book is a worthy companion to Part I and 
is one which few receiver designers will not 
wish to keep handy for reference. The excep- 
tion to the otherwise general excellence of the 
book is the chapter on television. It is a long 
chapter... but it is completely inadequate 
and on some important points inaccurate.” 
w.T. C 


Taub, Samuel J. Essentials of clinical 
allergy. 198p. 1945. Williams & Wilkins 
Co., Baltimore, $3. 

Drug & cosmetic industry, Dec. 1945, p.881. 
11 1. 

“The practical clinical approach to the numer- 
ous allergic diseases as seen in practice is of 
real value to every medical man since allergic 
factors arise in almost every branch of medicine, 
surgery, obstetrics and the specialties. Designed 
for quick, accurate reference or study, this brief 
but thorough presentation places strong em- 
phasis on diagnosis and treatment and gives 
clear definitions of the materials employed in 
therapy.” 
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Modern medicine, Jan. 1946, p.241. 12 1. 

“The entire field of clinical allergy is cov- 
ered in a text containing factual, up-to-date 
material, condensed and simplified from the 
literature of recent years. Allergic factors 
found in almost every branch of medicine are 
approached from a _ sound, practical, clinical 
angle. Diagnostic and therapeutic methods are 
stressed, and emphasis is placed on the prob- 
lems confronting the physician in everyday 
practice.” 


Taylor, E. Openshaw. Distribution and 
utilisation of electricity. 162p. Blackie, 
London, 6s. 

Electrical review, Dec. 21, 1945, p.921. % 
col. 

“An excellent book and any electrical en- 
gineer or student who buys it will have no 
cause to regret his purchase. In the small com- 
pass of 162 pages the big subjects of distribu- 
tion and utilisation are dealt with. This is 
made possible by giving the cream of the matter 
only ... The treatment is naturally condensed 
and for this reason would scarcely be suitable 
for a beginner without the aid of lectures. On 
the other hand, for anybody acquainted with 
the subject, the matter is just what he needs 
as a book of reference. It is particularly 
valuable on account of the number of worked 
examples ... We cannot find the date of pub- 
lication, which seems to be an important matter 
in a scientific work.” S. P. 8. 


Thompson, James E. Aircraft produc- 
tion design. 242p. 1945. Aviation Press, 


San Carlos, Calif., $5. 


Aero digest, Dec. 15, 1945, p.116. % col. 

“A comprehensive reference handbook com- 
piled from material originally prepared by the 
author for his own personal use on factors 
governing the ‘machineability’ of mechanical 
designs, which he later developed to include 
factors governing the manufacturing practicabil- 
ity of all forms of aircraft parts . .. Directed 
specifically to the aeronautical draftsman and 
designer, who will obtain from it a thorough 
understanding of the tools and processes used 
to manufacture his design.” 

Aeronautical engineering review, Jan. 1946, 
p.102. % col. 

Aviation, Dec. 1945, p.213. 10 1. 


“Aircraft production design data is [sic] here 
presented in comprehensive, illustrated form. ‘It 
is the hope of the author that this material 
will assist the aeronautical draftsman and de- 
signer to obtain a better understanding of the 
tools and processes used to manufacture their 
designs and enable these designs to embody 
the greatest possible manufacturing practicabil- 
ity and economy’.” 

Flying, Feb. 1946, p.88. % col. 

“Essentially a reference book for the aero- 
nautical draftsman and designer, this text repre- 
sents a compilation of notes taken by the 
author for his personal use. Later, a University 
of California course on production design was 
based on it. In its revised and amplified form, 
the book should be of considerable help to those 
who wish to obtain a better understanding of 
the tools and processes used to manufacture 
various designs, and who want such designs to 
embody good manufacturing practicability and 
economy ... Included are some National Air- 
eraft Standards and a comprehensive index.” 
William V. Humphrey. 
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Thorson, James Alfred. Full produc- 
tion requires scientific distribution. 145p. 
1945. Library Research Service, 89 Wal- 


lace St., New Haven, Conn., $3.50. 

Aero digest, Dec. 15, 1945, p.116. 4 col. 

“The author explains in detail his ideas of 
how distribution can be co-ordinated and con- 
trolled scientifically. Using figures and data of 
nationally accepted authorities, he outlines the 
statistical story of this country at full produc- 
tion capacity to meet the requirements of war, 
and then proceeds to explain how industry can 
continue on this scale in the post-war years, 
showing how the principle can be worked out 
in any industry or business.” 


Timoshenko, S., & Young, D. H. Theory 
of structures. 488p. 1945. McGraw, New 
York, $5. 

Aeronautical engineering review, Dec. 1945, 
p.105. % col. 

“In preparing this book the authors have kept 
in mind the fact that the theory of structures 
is based on the principles of mechanics with 
which the student is familiar. A close relation- 
ship is established between the teaching of 
mechanics and structures to aid the student in 
understanding the various practical methods 
of analysis of trusses and frames.” 

Aviation, Dec. 1945, p.213. % col. 

“First chapter ... offers an introduction to 
the theory of structures, with the basic princi- 
ples of statics recapitulated. Succeeding chap- 
ters deal with the analysis of statically de- 
terminate trusses in one plane, influence lines, 
formation and analysis of space trusses with 
hinged joints, principles of mechanics prepara- 
tory to the analysis of statically indeterminate 
structures, methods of calculating deflections of 
trusses, theory of statically indeterminate 
trusses, bending of beams and frames, and the 
theory of arches.” 

Military engineer, Dec. 1945, p.516. % col. 

“The authors assume that those who make 
use of this book will be familiar with me- 
chanics, and by establishing a close relationship 
between the teaching of mechanics and struc- 
tures, this book aids its users to understand 
the various practical methods of analysis of 
trusses and frames. Chapter I gives an intro- 
duction to the theory of structures in which 
the basic principles are recapitulated. Other 
chapters deal with the analysis [sic] statically 
determinate structures in one plane, influence 
line; formation and analysis of space trusses 
with hinged joints, principles of mechanics 
preparatory to the analysis of statically in- 
determinate structures, methods of calculation; 
deflections of trusses, theory of statically in- 
determinate structures, bending of beams and 
frames, and the theory of arches.’’ 


Titus, Paul. Management of obstetric 
difficulties. Ed.3. 1000p. 1945. Mosby, St. 
Louis, $10. 

United States naval medical bulletin, 
1946, p.130. p. 

“As in previous editions, the author has 
presented, in his discussion of each phase of his 
subject, the views of many writers, scrupulously 
giving credit to all acceptable methods of treat- 
ment. His comments on these procedures, some- 
times favorable and sometimes not, are care- 
fully considered, based on his own extensive 
knowledge and experience . . . Undoubtedly one 
of the best books ever published on this subject 


Jan. 
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and should be in the library of every person 
who does obstetrics, as a guide to those whose 
participation in this field is only occasional, 
and as an authoritative reference work for 
students and _ specialists.” 


Toch, Maximilian. Paint, paintings and 
restoration. Ed.2, revised and enlarged. 


149p. 1945. Van Nostrand, New York, $5. 

Chemical & metallurgical engineering, Dec. 
1945, p.268, 270. 3% col. 

“Intended for the artist, the manufacturer 
and the student ... [The author] has things 
of interest and of value to say to each if not 
to all of them. A number of _ illustrations— 
photographs and photomicrographs—add empha- 
sis to the discussions.’’ C. P. Morrison. 


Trease, George Edward. Text-book of 
pharmacognosy. Ed.4, revised and enlarg- 
ed. 799p. 1945. Williams & Wilkins Co., 
Baltimore, $7.50. 

Drug & cosmetic industry, Dec. 1945, p.881. 
% col. 

“While the general arrangement of drugs 
under plant families remains unchanged, a re- 
arrangement and amplification has taken place 
in the chapters dealing with the constituents 
of drugs (Part IV) and in those treating of 
microscopy (Part WV)... Divided into five 
main parts as follows: Part I—General Prin- 
ciples; Part II—Drugs Of Vegetable Origin; 
Part Il1I—Drugs Of Animal Origin; Part IV— 
Chemistry ; Part V—NMicroscopy.” 

Tredgold, Alfred F. Manual of psy- 
chological medicine. Ed.2. 8308p. 1945. Wil- 
liams & Wilkins, Baltimore, $5. 

Modern medicine, Jan. 1946, p.248. 1% col. 

“This second edition of a well-known British 
textbook has been augmented by sections on 
eerebral malaria, prefrontal leukotomy and 
mental disorders associated with vitamin de- 
ficiency and parkinsonism. The practical ap- 
proach and the clear and readable style make 
this a useful introductory work, although the 
attempt to combine wide scope with limited 
bulk has reduced many of the descriptions of 
clinical entities to mere sketches. Conditions 
ascribable to definite physical causes are more 
adequately discussed than are the neuroses and 
psychoneuroses.” 

Turner, C. E., & McHose, Elizabeth. 
Effective living. Ed.2. 4382p. 1945. Mosby, 
St. Louis, $2. 

American journal of nursing, Jan. 1946, p.75. 
col. 

“Divided into three parts, it deals with effec- 
tive living for individual, family, and com- 
munity. As the modern concept of public health 
is based on these same factors, the book cer- 
tainly gives an excellent idea of the responsi- 
bility of the individual and the family in build- 
ing for community health... The authors 
state that ‘The purpose of this book is to help 
youth discover ways of effective living.’ With 
this purpose in mind I would suggest it be 
used in nursing schools, not only in connection 
with courses in hygiene but also as a general 
reference book. Certainly it is an excellent 
reference for the instructor who is especially 
interested in integrating the social and health 
components of nursing into the basic course. 
For the instructor of the Red Cross Home 
Nursing Course the book should be of great 
value. Selected units in it would greatly en- 


rich the material in the home nursing text 
. .. Of interest to every one. It is not often 
a book gives one the concept of what that title 
really means.” Alice Marcella Fay. 

Hygeia, Jan. 1946, p.64. % col. 

“Part I, which occupies approximately one 
half of the text, concerns effective living for 
the individual. Application of health activities 
is illustrated on a physiologic basis. There are 
special units on care of the skin, teeth and the 
vital organs. Part II, which treats with effec- 
tive living in the family, offers excellent ma- 
terial on heredity and health. Part III deals 
with effective living in a community, with 
emphasis on public sanitary measures, health 
agencies and health programs ... Liberally il- 
lustrated, this book presents the subject in a 
way that will be understood and appreciated 
by the youthful reader.”” W. W. Bolton. 


United Steel Companies, Limited. 
Standard methods of analysis of iron, 
steel and ferro alloys. E.3. 98p. 1945. The 
Companies, 17 Westbourne Rd., Sheffield, 
7s. 6d. 


Chemical age, Jan. 5, 1946, p.13. % col. 

“Confines itself to standard methods of chem- 
ical procedure, developments in technique which 
have been made in the application of physical 
methods to ferrous analysis being reserved for 
a later publication. Part I deals with the 
analysis of iron and steel as practised in the 
laboratories of the United Steel Companies, 
with respect to the usual alloying elements 
and impurities, while Part II deals with the 
analysis of ferro-alloys. The text is completely 
up to date and the methods detailed are se- 
lected standard methods which have been well 
tested and are in practical use in the labora- 
tories of the company’s many _ constituent 
branches .. . Will be of great help and utility 
to chemists and technicians engaged in ferrous 
metallurgy.” 

Foundry trade journal, Jan. 3, 1946, p.2. 4 
col. 

“None of the physical methods, such as the 
absorptiometer, the spectroscope and the polar- 
ograph, is ineluded, and the reviewer learns 
with interest that there is reason to believe 
that they are to be published in book form 
later. The growth in use of the physical meth- 
ods will enhance the value of this book, as the 
fewer the determinations made, the greater the 
need to refer to the text-book. The text is 
splendidly presented, and one is pleased to see 
the elimination of excessive detail, such as was 
encountered in the older text-books. Instead 
there are included footnotes indicating modifi- 
eations of procedure for materials differing in 
some way from normal.” V. CG. F. 


Gas and oil power, Dec. 1945, p.480. % col. 

“The compass of this book is the standard 
methods of analysis of iron, steel, and ferro- 
alloys as used in the laboratories of the United 
Steel Companies. In no way does it discuss 
the various analysis procedures or their limita- 
tions; or the theory and stages which led to 
their adoption . . . Simply sets out the detailed 
procedure for carrying out what are routine 
analyses for steels with stated contents of cer- 
tain elements such as chronium [sic], manganese, 
molybdenum, nickel and vanadium; and also 
for a selection of ferro-alloys. It is known as 
a bock of considerable interest and value to 
the metallurgist and the works chemist, but 
obviously engineers wiil find little in it of 
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direct practical use to them.” 

Mechanical world, Jan. 4, 1946, p.5. 2 col. 

Veale, S. E. To-morrow’s airliners, air- 
ways and airports. 337p. 1945. Pilot 
Press, London, 15s. net. 

Transactions of the Institute of Marine En- 

neers, Nov. 1945, p.127. %4 col. 

“(The] 337 closely packed pages give the 
enquirer almost anything he may wish to know 
about the future of aviation... Mr. Beale 
{sic] writes with real background knowledge 
and packs his text with facts, not only about 
the future but about the general set-up of air- 
eraft operations, in addition to which the illus- 
trations are good, plentiful and well chosen. 
Much of the text is heavy and much of it con- 
sists of quotations from official squrces. This 
is inevitable in a book of this nature, which 
has so much ground to cover. It is true to say 
that this little excursion into the future is well 
worth 15s., more especially to those who are 
really anxious to find out how their activities 
may fit in with airways, air routes and air- 
liners.” 


Wagner, Betty Quinn. The art of home 
nursing. 314p. 1945. Davis, Philadelphia, 
$2. 

American journal of public health, Jan. 1946, 
p.73. % col. 

“Intended for every individual who may, as 
the author states, need to know simple nursing 
technics in everyday home situations. Un- 
fortunately it attempts to cover a very wide 
field in a very cursory fashion and is scattered 
in its focus.” Dorothy Deming. 


Wartenberg, Robert. Examination of 
reflexes. 222p. 1945, Year Book Publishers, 
Chicago, $2.50. 

Pennsylvania medical journal, 
p.376. %4 col. 

“The author is to be congratulated on pre- 
senting to the medical profession a much needed 
monograph on reflexes. The value of this vol- 
ume is twofold. First, it is informative; and 
second, it is so concise and devoid of contro- 
versial material that not only will the medical 
student find in it an open sesame to the most 
important part of a neurologic examination but 
the busy practitioner will be able to refresh 
his knowledge on the subject without reviewing 
the literature, which is often bewildering and 
confusing ... Your reviewer recommends this 
book for its practical and academic value.” 


Webster, Robert. Introductory gemol- 
ogy; revised by Virginia V. Hinton. 181p. 
1945. Gemological Inst. of America, 541 
S. Alexandria, Los Angeles, $2.50. 

Jewelers’ circular-keystone, Nov. 1945, p.342. 
col. 

“An excellent and authoritative treatise on 
the fundamentals of gemology, and its repubii- 
cation in the United States will undoubtedly 
serve a useful purpose in making its informa- 
tion more readily available to American stu- 
dents of the subject; but it must be looked 
upon primarily as a reprint and not as an 
original contribution to the literature on the 
subject. However, jewelers who do not have a 
copy of the British edition, will find ‘Intro- 
ductory Gemology’ a useful addition to their 
libraries.” 

Rocks and minerals, Nov. 1945, p.536. % 
col. 


Dec. 1945, 


“From the time of establishment of gemology 
in the United States in 1930, as a scientific 
study of gemstones, there has been a need of a 
book on gemstones which would not only pre- 
sent the fundamentals of gemology, but would, 
in addition, treat the subject from the stand- 
point of the identification of gemstones, a 
treatment of especial value to the jeweler. To 
fulfill this need, a volume which first appeared 
in England as ‘Practical Gemology’, by Robert 
Webster... has been revised for American 
readers by Virginia V. Hinton ... Supple- 
mentary material in the new publication covers 
current trends, practices, and instruments in 
observance or use in gemology and the jewelry 
industry in America. Color; light—its reflec- 
tion and refraction, absorption and interfer- 
ence; measurement of refractive index; descrip- 
tions of the important gem species; pearls; 
synthetic gems; imitations and substitutes are 
but a few of the subjects developed ... Gen- 
erously illustrated.” 


White, A. Spencer. Elements of tech- 
nical science. 325p. Dent, London, 4s. 3d. 

Surveyor, Dec. 7, 1945, p.764. % col. 

“Presents the elements of technical science, 
subject by subject, in-a manner so simple, direct 
and practical, and with a style so notable for 
choice of appropriate words and phrases and 
for stark lucidity, that the volume provides 
excellent guidance for teachers in all classes 
of schools, including primary schools and, es- 
pecially, those in which the teaching of senior 
students is directed to equipping them for em- 
ployment in engineering, architecture, the build- 
ing trade, electrical technology, and many 
classes of industrial establishments. It is, 
moreover, well suited to study by individual 
pupils as a text-book. The author describes it 
in the opening sentence of his preface as in- 
tended to provide a two years’ course in science 
for building and other technical students.” 

Wohl, Michael G., ed. Dietotherapy; 
clinical application of modern nutrition. 
1029p. 1945. Saunders, Philadelphia, $10. 

Journal of the American Dietetic Association, 
Jan. 1946, p.51. 1% col. 

“The dietitian reader ... will find the book 
on the whole a useful means of keeping abreast 
of current and authoritative medical opinion 
and practices in the field of diet therapy.” 

Pennsylvania medical journal, Dec. 1945, 
p.373. col. 


Wolfe, Bernard. Plastics; what every- 
one should know. 189p. 1945. Bobbs, In- 
dianapolis, $2.50. 

Aero digest, Jan. 1946, p.184. % col. 

“A fascinating introduction to the subject 
for the general reader. The author explains 
plastics by showing us the various plastics, in- 
gredients and machinery which enable modern 
miracles to take place. He shows how plastics 
are made, what they are made of, what can be 
done with them, who makes them, and the 
prospects for the plastics future. A valuable 
section is the Industry Guide, listing under each 
type of plastic the firms manufacturing it and 
the trade names of their products. Selected 
bibliographies, listing books and _ periodicals 
concerned with plastics, and a _ glossary of 
terms, are also included ... Packed with up- 
to-the-minute information on plastics.” 

Modern plastics, Jan. 1946, p.182. % col. 

“Fulfilling the promise in its title, this book 
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presents some basic information about plastic 
materials, their history, their range of use and 
outstanding properties in an entertaining, easy- 
to-take style that should satisfy the layman’s 
curiosity about plastics. The language is sim- 
ple and non-technical, the treatment is light, 
and while a book of this type can obviously 
only skim the surface, there is sufficient factual 
information and intelligent analysis of the sub- 
ject to provide a well-rounded, carefully out- 
lined picture of the plastics field... The 
chapter on the future of plastics is excellent in 
that it is enthusiastic without being exaggerated 
or overly imaginative ... Indeed a refreshing 
popular approach to plastics and a valuable 
supplement to the industry’s own program of 
general education.” H. B. J. 

New York Herald Tribune weekly book re- 
view, Jan. 6, 1946, p.12. % col. including other 
reviews. 

“One of the best books now available as an 
introduction to these valuable synthetic mate- 
rials. Its utility is further enhanced by the 
appendix, containing a glossary, bibliography, 
list of periodicals and a guide to firms and 
trade names in the industry.” James Stokley. 


Wood-Simons, May. Everyday prob- 
lems in economics. 544p. 1945. American 


Technical Soc., Chicago, $3.50. 
Industry and power, Jan. 1946, p.172. % 


ol. 

“Offering an insight to the relations of eco- 
nomic problems of the past to their possible 
effect on the future, this ... book should be 
of interest to everyone in all walks of life. 
Comprehensively, it probes into the fundamen- 
tals of our basic and political institutions, inter- 
preting them in the light of contemporary 
problems. Table of contents includes: Historic 
Background of Our Economic Structure; What 
is Economics?; The Consumer—His desires 
and Ability to Pay; Production and Exchange 
of Commodities and Services; Price Determina- 
tion; Index Numbers, Price Levels, and—Crises ; 
National Income; Distribution—How the Na- 
tional Income is Distributed; An Interpretation 
and Appraisal of Economic Monopolies; Public 


Finance; Democratic Economics Planning; Dic- 
tionary of Economic Terms; Bibliography; and 
Index.” 

Modern machine shop, Jan. 1946, p.388. % 
col. 


“Prepared as an aid to students of the sub- 
ject of economics, this book deals with present- 
day problems of American society, the relation 
of these problems to the past, and their possible 
effect on the future economic and political sys- 
tems of our nation. The many and varied finan- 
cial and industrial problems discussed ... in- 
clude those of production, distribution, and 
consumption of economic goods; markets and 
trading; mining and agriculture; capital and 
labor; profits and wages; money and banking; 
foreign exchange and tariffs; and others... 
Charts, figures, and illustrative sketches are 
presented as aids to learning, and a definite 
plan of study is followed. Each chapter pre- 
sents some specific economic problem. An _ ob- 
jective is stated concisely at the beginning of 
the chapter, followed by a preview in which 
the gist of the subject matter in the chapter is 
given... At the back of the book, a diction- 
ary of economic terms gives the specialized 
economic application of many words and terms 
which are said to be not ordinarily found in an 
abridged dictionary.” 


Zweng, Charles A., & Zweng, A. C. 
Aeronautical training; a quiz system for 
commercial pilots. New edition. 252p. Pan 
American Navigation Service, 12021 Ven- 
tura Blvd., N. Hollywood, Calif., $3. 


Western flying, Jan. 1946, p.64. % col. 

“Especially written to prepare the private 
and commercial pilot for the government ex- 
amination. The section covering civil air reg- 
ulations, has been rewritten in order to include 
1945 amendments. An important feature of the 
new edition is a complete section about the 
required flight maneuvers and points in each 
maneuver on which the applicant is checked 
and graded. One section on typical ‘multiple 
choice examinations’ covers aircraft, aircraft 
power plants, meteorology and navigation.” 
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